KVX-370 


SERVICE MANUAL 


US Mode,! 



Chassis No. SCC-C15A-A 

Also applies to Japanese 
sets Models: 

KV-4SV1 

KV-4SV2 


This file was freely uploaded to archive.org and must not be sold or redistributed at cost. If you paid for it, 
demand a refund. 


SPECIFICATIONS 


| KVX-370 

Television system 
Channel coverage 

Picture tube 


Antenna 

Speaker 
Power output 
Video input 


Output 

Power requirements 


American TV standards 
VHF: Channels 2-13 
UHF: Channels 14-69 
Indextron tube 

3.7-inch picture measured diagonally 

4-inch picture tube measured diagonally 
90-degree deflection 
75-ohm minijack for VHF/UHF 
Telescopic antenna 
04 cm (1 5 /8 inches) 

0.3 W 
VIDEO 

Phono jack, 1 V p-p, 75 ohms unbalanced, sync 
negative 
AUDIO 

Phono jack, 500 mVrms, input impedance more 
than 47 kilohms 

Earphone: stereo minijack, impedance 8-300 

ohms 12 V DC 

DC IN 12 V jack accepts: 

AC-42 AC power adaptor (supplied) for use on 
120 V AC, 60 Hz 

DCC-16AW car battery cord (optional) for use on 
12 V battery 


Power consumption 
Dimensions 


Weight 


AC42 AC power adaptor 

Rated input voltage 
Nominal output voltage 
Rated output current 
Power consumption 
Cord length 


15.6 W 

133x133x152 mm (w/h/d) 

(5V4 x 5V4 x 6 inches) 

incl. projecting parts and controls 

Approx. 1.3 kg (2 1b 14 oz) 


120 V AC, 60 Hz 
12 V DC 
1.3 A 

25 W (60 Hz) 
Approx. 3 m (9.8 ft.) 


Design and specifications are subject to change without notice. 


INDEXTRON COLOR TV 


MICROFILM 


OCR'd and edited by: 

George Rudolf Mezzomo 

Files generously provided by J. Halphen 
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DURING ANY SERVICE TO AVOID POSSIBLE SHOCK 
HAZARD, BECAUSE OF LIVE CHASSIS. 

THE CHASSIS OF THIS RECEIVER IS DIRECTLY CON 
NECTED TO THE AC POWER LINE. 


SAFETY-RELATED COMPONENT WARNING!! 

COMPONENTS IDENTIFIED BY SHADING AND MARK 
A ON THE SCHEMATIC DIAGRAMS, EXPLODED 
VIEWS AND IN THE PARTS LIST ARE CRITICAL TO 
SAFE OPERATION. REPLACE THESE COMPONENTS 
WITH SONY PARTS WHOSE PART NUMBERS APPEAR 
AS SHOWN IN THIS MANUAL OR IN SUPPLEMENTS 
PUBLISHED BY SONY. CIRCUIT ADJUSTMENTS 
THAT ARE CRITICAL TO SAFE OPERATION ARE 
IDENTIFIED IN THIS MANUAL. FOLLOW THESE PRO¬ 
CEDURES WHENEVER CRITICAL COMPONENTS ARE 
REPLACED OR IMPROPER OPERATION IS SUSPECTED. 
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SAFETY CHECK-OUT 


After correcting the original service problem, 
perform the following safety checks before releasing 
the set to the customer: 

1. Check the area of your repair for unsoldered or 
poorly-soldered connections. Check the entire 
board surface for solder splashes and bridges. 

2. Check the interboard wiring to ensure that no 
wires are “pinched” or contact high-wattage 
resistors. 

3. Check that all control knobs, shields, covers, 
ground straps, and mounting hardware have 
been replaced. Be absolutely certain that you 
have replaced all the insulators. 

4. Look for unauthorized replacement parts, par¬ 
ticularly transistors, that were installed during a 
previous repair. Point them out to the customer 
and recommend their replacement. 

5. Look for parts which, though functioning, show 
obvious signs of deterioration. Point them out 
to the customer and recommend their replace¬ 
ment. 

6. Check the line cord for cracks and abrasion. 
Recommend the replacement of any such line 
cord to the customer. 

7. Check the condition of the monopole antenna 
(if any). 

Make sure the end is not broken off, and has 
the plastic cap on it. Point out the danger of 
impalement on a broken antenna to the 
customer, and recommend the antenna’s 
replacement. 

8. Check the B+ and HV to see they are at the 
values specified. Make sure your instruments 
are accurate; be suspicious of your HV meter 
if sets always have low HV. 

9. Check the antenna terminals, metal trim, 
“metallized” knobs, screws, and all other 
exposed metal parts for AC leakage. Check 
leakage as described below. 

To Exposed Metal 
Parts on Set 


AC 

voltmeter 
(0.75 V) 


Earth Ground 

Fig. A. Using an AC voltmeter to check AC leakage. 


0.15 pF -r* 


1.5kSl 


z 


LEAKAGE TEST 

The AC leakage from any exposed metal part to 
earth ground and from all exposed metal parts to any 
exposed metal part having a returii to chassis, must 
not exceed 0.5 mA (500 microampers). Leakage 
current can be measured by any one of three 
methods. 

1. A commercial leakage tester, such as the 
Simpson 229 or RCA WT-540A. Follow the 
manufacturers’ instructions to use these instru¬ 
ments. 

2. A battery-operated AC milliammeter. The Data 
Precision 245 digital multimeter is suitable for 
this job. 

3. Measuring the voltage drop across a resistor by 
means of a VOM or battery-operated AC volt¬ 
meter. The “limit” indication is 0.75 V, so 
analog meters must have an accurate low- 
voltage scale. The Simpson 250 and Sanwa 
SH-63Trd are examples of a passive VOM that 
is suitable. Nearly all battery operated digital 
multimeters that have a 2 V AC range are 
suitable. (See Fig. A) 

HOW TO FIND A GOOD EARTH GROUND 

A cold-water pipe is guaranteed earth ground; the 
cover-plate retaining screw on most AC outlet boxes is 
also at earth ground. If the retaining screw is to be 
used as your earth-ground, verify that it is at ground 
by measuring the resistance between it and a cold- 
water pipe with an ohmmeter. The reading should be 
zero ohms. If a cold-water pipe is not accessible, 
connect a 60—100 watts trouble light (not a neon 
lamp) between the hot side of the receptacle and the 
retaining screw. Try both slots, if necessary, to locate 
the hot side of the line, the lamp should light at 
normal brilliance if the screw is at ground potential. 
(See Fig. B) 
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1-1. PARTS IDENTIFICATION 


Function selector-— 

TIMER SET (HOUR/MINUTE) 
buttons--- 


SLEEP (sleep timer) 
button- 


Id □! on a a a 


ALARM TIME button—^ 
ALARM SET selector- 
CLOCK button 


Buttons used for channel presetting 
TUNING (+/-) buttons 
CHANNEL SET 
(INDICATOR 10/1) 
buttons 

CHANNEL CLEAR button 
-TV ON OFF button 






Jr —VOLUME buttons 
3-CHANNEL buttons 


Telescopic antenna 



Speaker 


SLEEP lamp 


Stand 



SECTION 1 GENERAL 


1-2. TO SET THE CLOCK 


Example: To set to 1:15 P.M. 


"\ Turn the unit on. 


Press. 


TV ON OFF 



2 Press the CLOCK button. 



Time indication is displayed in 
blue white the CLOCK button Is 
being pressed.* 


3 Set the hour. 


I LnddJ 

a CLOCK 

While pressing, 


HOUR V \ 



Each time the HOUR button is pressed, the hour indication increases by 
one. If the button is kept pressed, the indication changes rapidly. 


4 Set the minute. 


c 


/ CLOCK 
While pressing 


Press 
MINUTE 


% 


PM 

1 : 15 


Each time the MINUTE button is pressed, the minute indication increases 
by one. If the button is kept pressed, the indication changes rapidly. 


C Release the CLOCK button at the same time as a radio or telelphone 
time signal. 

The clock starts to operate. 


The time indication is not displayed even when the CLOCK button is pressed... 
If the function selector is set to TUNING, set it to TV. 



TUNING 
CHANNEL SET 


Note on power back-up function 

The clock operates normally for approximately one day even after the power 
is disconnected or a power failure occurs. After one day has passed, the 
clock is reset and the time indication will change to —■:— Set the clock 
again. 

To check the current time when the TV is 
turned off 

Press the CLOCK button and release. The 
time is displayed while the birds move across 
the screen (for approx. 10 seconds). 


O o) am 

3:28 


* When the unit is turned on for the first time or after being left with the power 
disconnected for more that one day, the time indication will show —:—. 
When you press the HOUR or MINUTE button once, the indication changes to 
12:00 AM. . 


Note on time indication 
12:00 AM=Midnight 
12:00 PM s Noon 

1-3. TO WAKE UP TO THE BUZZER OR THE TV SOUND 


Example: To wake up at 6:30 A.M. 

1 Turn the power on. 


2 Press the ALARM TIME button. 


The alarm time is displayed in 
pink while the button is being 
pressed.* 


3 Set the alarm time. 


ALARM TIME 


< 80 -» 


| Set the hour, j 

Press. 

HOUR^-y 

ALARM TIME 
While 
pressing, 


API 

6:00 


| Set the minute. ] 

Press. 

MINUT&yV’ta 

4 


ALARM TIME 
While 
pressing, 


AM 

6-30 


4 Set the ALARM SET selector. 


[ To wake up to the buzzer ] 

| To wake up to the TV sound j 


O ») AM 

6:30 


O >5) AM 

6:30 

S' C.-4 O") 

r.if 04 Q'l 


The selected mode is displayed on the screen. 


5 Turn the TV off. 


To wake up to the TV sound, tune in the desired channel and adjust the volume 
before setting the alarm. 

Do no turn the volume down completely; otherwise, the TV sound will not be heard 
when It is turned on at the alarm time. 

The buzzer activates even when the TV is on. 

The volume of the buzzer cannot be adjusted. 

The alarm sound, either the buzzer or the TV, can be heard even if an earphone is 
connected. However, pressing any button will mute the sound from the speaker. 

*When the unit is turned on for the first time or after being left with the power 
disconnected for more that one day, the time indication will show —When 
you press the HOUR or MINUTE button once, the indication changes to 12:00 AM. 











Band indication 



ALARM SET selector 

do) position 

0 ») position 

At the alarm time 

The buzzer will sound. 

The TV will be turned 

on. 

To stop the alarm 

Press the CLOCK 
button. The buzzer stops 
immediately. 

The current time will be 
displayed for about 10 
seconds and goes off. 

Press the TV ON/OFF 
button. 

If you do not stop the 
alarm 

The buzzer will be shut 
off after approx. 10 
minutes. 

The TV will be turned off 
after approx. 1 hour. 
However, if you press 
any button during that 1 
hour, the TV will not 
turn itself off. 


Once the alarm time is set, it will be kept in the unit’s memory unless it is 
changed. 

If you keep the ALARM SET selector set to a position other than OFF, the alarm 
will be activated at the same time everyday. 

However, if more than one day has passed after the power is disconnected, the 
clock will be reset and the alarm time indication will change to —:—. Set the 
clock and the alarm time again, if necessary. 

If you do not want to activate the alarm 

Set the ALARM SET selector to OFF. 

To check the alarm time when the unit is turned off 

Press the ALARM TIME button. The alarm time will be displayed while the button is 
being pressed. 

You can go to sleep while you watch the TV and wake up to the buzzer or TV 
sound. 

Set the alarm and press the SLEEP button (or the other way around). The TV will be 
turned off after approx. 1 hour and the alarm will activate at the alarm time. 


1-4. TO PRESET THE RECEIVABLE CHANNELS 

Up to 14 channels can be preset in the unit’s memory so that you can 
select the desired channel by pressing the CHANNEL -/+ buttons. 

Also the channel number indication on the screen can be changed. 

To add a new channel or change the order of the channels, and to change 
the channel number, follow the steps below. 


Example: To preset Channel 42 In the program position 5 
1 Turn the power on. 


TV ON OFF 





2 Set the function selector to TUNING. 

—TUNING 





ition B 
Band * r 


a. 


♦Blinks 


Program position | Becomes longer for higher- 
frequency channels. 


3 Select the program position with the CHANNEL + or - button. 


E3 


CHANNEL 


0 



Program position 

(Up to 14 positions can be selected.) 


4 Press TUNING + or - button. 


channel 42 

When you press the button once, the TV will search for the channels and 
stops at the nearest channel. Press the button repeatedly until a program 
of the desired channel appears on the screen. 


% 




rot] 


The program of 


5 Set the function selector to CHANNEL SET. 




CHANNEL SET 



6 Press CHANNEL SET (INDICATOR) + or -. 


[ To change the tens digit ] 



Each time the 10 button is pressed, 
the number increases by one. 

A blank comes after '‘9", then "I" 
appears. 

Repeat steps 2 through 6 for other 


[ To change the ones digit ] 



Each time the 1 button 
is pressed, the number 
increases by one. 

“0" comes after "9”. 
to be preset. 


7 Set the function selector to TV. 



Channel number appears when either the 10 or 1 button is pressed and disappears 
after a few seconds. 

If the channel number disappears during the above operation, press the 10 or 1 
button. 

What is the program position? 

It is the order of the channel. 

For example, if you preset Channel 7 in program position 1, Channel 4 in program 
position 2, and Channel 2 in program position 3..., the channels appear on the 
screen in the order of the program position when CHANNEL + button is pressed, 
i.e. Channel 7, 4 and then 2. 


L (VHF low band) 

| VHF 2-6 channels 

H (VHF high band) 

j VHF 7-13 channels 

U (UHF) 

| UHF 14-69 channels 


If you keep the TUNING + button pressed, the TV will search from the low 
frequency channel to the higher frequencies, and from the VHF low band, followed 
by VHF high band and UHF band. If you keep the TUNING - button pressed, the 
TV will search in the opposite direction. 


1-5. TO ERASE AN UNNECESSARY CHANNEL 


Example: To erase Channel 7 which is preset In the program position 1 

1 Turn the TV on and select Channel 7. 

WSN 


2 Set the function selector to TUNING. 

jyj—TUNING^ 

US' 

- Blinks 

3 Press the CHANNEL CLEAR button. 

CHANNEL 

CLEAR 

ft 4 

ii —-—— 

__ 


i i 

The band indication changes to L. 


4 Set the function selector to TV. 



Program position 1 will be skipped when the CHANNEL - or + is 
pressed and the channel preset in the next program position will appear. 
Repeat the steps above for other channels to be erased. 


To add the erased channels again 

Repeat the steps in “To Preset the Receivable Channels”. 











1-6. CONNECTING THE EXTERNAL ANTENNA 


1-7. CONNECTING A VCR 


If you cannot obtain satifsactory reception with the telescopic antenna, 
connect the external antenna. 


UHF antenna VHF antenna 

( Chart4et69) ( Cha0ne13) 



To connect an antenna which is already connected to another TV 

Use the optional EAC45 signal splitter. 

Notes 

• Before connecting the antenna, turn the TV off and disconnect the power source. 

• Locate the outdoor antenna as far away from the street as possible. 

When using the unit in a car... 

Use the optional VCA-3W or VCA-4E car antenna. For details, refer to the instruction 
manual of the antenna. 


Using the VIDEO IN Jacks 



To view playback picture 

1 Set the VIDEO/TV selector on the rear to VIDEO. 


VIDEO TV 


UIDEO 


2 Set the VCR in the playback mode. 


Notes 

• Before connection, turn off the TV and the equipment to be connected. 

• Make firm connections. A loose connection may cause a distorted picture. 

• Keep the VCR away from the TV if the picture or sound is affected. 


Using the EXT ANT Jack 

Use the optional RFU-89UCKA RFU adaptor. 


CCD-6M RFU adaptor 

(optional) ( optional) 



To view the playback picture 

Set the VCR in the playback mode and preset the channel other than the already 
preset channels for VCR ( 'SfeB Preset the Receivable Channels"). 

Once the channel for VCR is preset, select the channel with the CHANNEL 
button. 
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2 3. OPENING OF D2/H BOARDS 


Open the D2 board. 

© Remove four claws in the 
direction of arrows 


(3) Remove four claws in the 
direction of arrows ©. 



@ Open the H board. 


24. REMOVAL OF THE A BOARD 


© Remove the C board 


Remove the chassis 
assembly by raising it. 


Remove four 



@ Remove the control holder. 

* Remove it by raising the 
upper claw in the direction 
of arrow d). 


(D Remove two screws 
(BVTP3 x 12). 


@ Remove the A board. 

* Open the H board, and disconnect 
two connectors. 

(Refer to the opening of2-3.D2/H 
boards.) 
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SECTION 3 

SAFETY RELATED ADJUSTMENT 


[H R1543 check (HV power supply circuit check)] 
Be sure to perform this adjustment when replacing 
the following components (marked 3 in the circuit 
diagram). 

C1510, C1515, C1519, C1520, C1533, D1519, IC1502, 
R1515, R1517, R1541, R1542, R1543, R1547, RV1501, 
T1501 (FBT), R1540, Q1503 
(D1 board) 


Checking method : 

1. Input 15.0 Iq^V DC from the DC regulated power 
supply. 

2. Receive the dot signals. 

Picture.Minimum 

Brightness.Minimum 

3. Confirm that TP1502 voltage is less than 10.95V 
DC. 

4. Adjust RV1501 (HV) on the D1 board to obtain 
the maximum voltage. 



[HR529, R530 check (4-B hold down check)] 

Be sure to perform this adjustment when replacing 
the following components (marked 3 in the circuit 
diagram). 

C507, C512, C513, C514, D504, IC201, R517, R518, R519, 
R522, R523, R524, R529, R530, Q502, Q503 
(A board) 

D1518 

(D1 board) _ 

Checking method : 

1. Input 13.5 ±0. IV DC from the DC regulated power 
supply. 

2. Receive the monoscope signals. 

Picture.Maximum 

Brightness.50% 

3. Confirm that 18.0 ± 0.8V DC voltage is appeared 
at D1518 cathode. 

4. Confirm that the hold down circuit operates by 
the voltage less than 25.0V DC and the raster is 
disappeared when D1518 cathode is applied the 
external DC voltage. 


— Conductor side — 
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[BR1557 check (+B MAX check)] 

Be sure to perform this adjustment when replacing 
the following components. 

D1508, IC1501, R1504, R1534, R1535, R1557, T1502 
(D1 board) 


Checkins method : 

1. Input 15l0 — o!o v DC from the DC regulated power 
supply. 

2. Receive the monoscope signals. 

Picture.Maximum 

Brightness.50 % 

3. Confirm that the voltage at pin ® of D2-1 
connector on the D2 board is less than 19.0V DC. 


Digital multimeter 



— Conductor side — 


D1 Board 


| 8R1557 



— Conductor side — 
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4-1. A BOARD ADJUSTMENT 

— Component side 


SECTION 4 

CIRCUIT ADJUSTMENTS 

4-2. B BOARD ADJUSTMENT 

— Component side — 


-2—I A-2 

RV305 


A Board 


RV306 


"1 


SUB BRIGHTNESS ADJUSTMENT (RV305) 


1. Input the color bar signal. 

2. Picture.Max. Color.Standard 

Brightness.Standard Hue.. Standard 

3. Connect oscilloscope to pin @ of A-2 connector. 

4. Adjust RV305 for 4.8 ± 0.05V. 

-TL 


4.8 ± 0.05V 
— GND 



SUB CONTRAST ADJUSTMENT (RV306) 


1. Input the color bar signal. 

2. Picture.Max. Color.Standard 

Brightness.Standard Hue.Standard 

3. Connect oscilloscope to pin @ of A-2 connector. 

4. Adjust RV306 so that 0 IRE to 100 IRE is 
2.0 ±0. IV. 


0 IRE 

100 IRE- 



WHITE PEAK ADJUSTMENT (RV306) 


1. 


Input the color bar signal then turn off the 
chroma signal in order to obtain B/W signal on 
the screen. 

Bring the luminance meter into contact with the 
white portion of the color bar. 

3. Adjust RV306 for 155 ± 5 NIT. 


2 . 


p 






□ 

Whi 

-4 

I 

:e^ _ 


Contact the luminance meter. 


T8001 


RV8001 RV8005 

© © 

OTP8006 


m 


©RV8002 


CT8001 


TP8003 

o 

RV8003 (cfB) © RV8004 


B Board 


o 


RV8006 


RV8107 


o 

TP8004 


RV8108 


IC8002 


®°Q 


RV ( 
8104 


RV8106 


RV8105 


— Component side 


O TP701 


C Board 


RV601 


D2 Board 


BLANKING DC ADJUSTMENT (RV8104) 


Picture.Max. 

1. Input the 100% white signal. 

2. Connect oscilloscope to TP701 on the C board. 

3. Adjust RV8104 so that the sync level of the 
waveform is 8.5 ± 0.5V DC. 


u 


r 


8.5 ± 0.5V DC 


GND 


RUN IN WHITE LEVEL ADJUSTMENT 
(RV8105) 


1. Input the 100% white signal. 

2. Connect oscilloscope to TP701 on the C board. 

3. Adjust RV8105 so that the run in level of the 
waveform is 24.5 ± 0.5V DC. 


u 


24.5 
+ 0.5VI 
DC 


GND 


- 12 - 
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2. Connect oscilloscope to pin 
the filter. 


of IC8002 through 


1. Input the 100% white signal. 

2. Connect oscilloscope to TP701 on the C board. 

3. Adjust RV8106 so that 0 IRE level of the 
waveform is 19.5 ± 0.5V DC. 


19.5 L 
± 0.5 V 
DC. 


1. Input the 100% red signal. 

2. Connect digital multimeter to TP8004. 

3. Adjust CT8001 for 2.3 ± 0.2V DC. 

RUN IN LEVEL ADJUSTMENT (RV8005) 

1. Input the 100% red signal. 

2. Picture.Max. 

Brightness.Max. 

3. Adjust RV8002 for maximum level. 

4. Connect oscilloscope to TP8006. 

5. Set the low level neither point A or B to 

3.4V DC. 

6. Confirm that the peak voltage is 6.5 Vp-p or less 
and at this time there is no error. 



BANDPASS TRANSFORMER ADJUSTMENT 
(T8001) __ _ 

1. Input the cross hatch signal. 

Picture...Max. 

Brightness.Standard 

2. Connect oscilloscope to TP8003 through the filter. 

3. Adjust TP8001 as shown in figure. 


TP8003 ^—^ 

i 330p I 


Oscilloscope 



{Adjust with the vicinity 
of the V period center) 

LINEARITY MIX AND LINEARITY DELAY 
(RV8003, RV8004) _ 

1. Input the 100% red signal. 


IC8002 10K 

©pin ^-r 

(Filter) 


0.022m 


3. While observing the waveform with V interval, 
turn RV8003 slowly until oscillation starts then 
back out RV8003 slowly and stops where 
oscillation ceases. 

4. Turn RV601 on the D2 board until oscillation 
starts then back out slowly and stops where 
oscillation ceases. 

5. Readjust RV8003 in a similar manner in step (3). 

6. Connect oscilloscope to TP8003 through the filter. 

B board 4.7k 
TP8003 ( ~' VW T 

x 330p 

(Filter) 

7. Adjust RV601 on the D2 board for maximum 
amplitude. 

8. While observing the waveform with V interval, 
adjust RV8004 for minimum amplitude. 

9. Observe the waveform with H interval (near 
center of V interval), reduce the transient pulse 
at the start of H interval with RV8006. 




10. Set RV601 on the D2 board to mid-range. 

RED DRIVE AND BLUE DRIVE ADJUSTMENTS 
(RV8107, RV8108) 


1. Input the 100% white signal. 

2. Connect oscilloscope to TP701 on the C board 
using 100 : 1 probe. 

3. Adjust RV8107 and RV8108 so that the peak 
voltage of red, green and blue are equal. 



fWTn -► nrrrm 


LANDING ADJUSTMENT (RV8001) 

1. Input the 100% red signal. 

2. Adjust RV8001 for best red on the screen. 


— 13 — 
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4-3. D1 BOARD ADJUSTMENT 


— Conductor side — 



1. Input the color bar signal. 


1. Picture.Max. 

Brightness.Max. 


3. Connect digital multimeter (input impedance : 100 
MQ or more) to TP1502. 

4. Adjust RV1501 for 9.2 ± 0.05V. 



1. Input the 100% red signal. 

2. Picture.Max. Color.Standard 

Brightness.Standard Hue.Standard 

3. Adjust RV1502 for uniform red on the screen, 

4-4. D2 BOARD ADJUSTMENT 


— Conductor side — 



— Conductor side — 



1. Input the color bar signal. 

2. Connect digital multimeter to TP601 (or TP8005 
on the B board). 

3. Adjust RV603 for 4.0 ± 0.2V DC. 


;aw adju: 


(RV602) 


1. Input the 100% red signal. 

2. Connect oscilloscope to TP8003 on the B board 
through the filter. 

3. Adjust RV602 to flat the envelope waveform. 


Flat 

DU ^ 4.7K 

ar o Oscilloscope 

TP8003 330T^r 

777 

(Filter) 

H interval 


H LINEARITY SERVO GAIN ADJUSTMENT 
(RV601) _ 

1. Input the 100% red signal. 

2. Connect oscilloscope to TP8003 on the B board. 

3. Turn RV601 until oscillation occurs then turn 
slowly and stops where oscillation ceases. 

4. Confirm that there is no oscillation on the screen 
and both right and left sides on the screen is 
uniform red. 



Stop oscillation. 



V interval 


4-5. D3 BO 


— Conduct 



1. Input the 
Picture**** 
Brightnesj 

2. Adjust R 


p.14 


— 1 A — 
























ductor side — 




(RV603) 


iOl (or TP8005 


] 

n the B board 
pe waveform. 


Flat 



val 


JSTMENT 


n the B board. 
:urs then turn 
n ceases. 

1 on the screen 
i the screen is 


KVX-370 KVX-370 


4-5. D3 BOARD ADJUSTMENT 


— Conductor side — 



VERTICAL AMPLITUDE ADJUSTMENT 
(RV681) 


1. Input the. inonoscope signal. 

Picture-.-"Max. Color.Standard 

Brightness.Standard Hue.. Standard 

2. Adjust RV681 for 11.5 ±0.25 frame. 


4-6. B BOARD AND H BOARD ADJUSTMENT 

— Conductor side — 


@ RV002 
@ RV003 

@ RV004 H Board 


J 


— Conductor side — 


B Board 

RV8107 

© © 

J RV8108 




WHITE BALANCE ADJUSTMENT 
(RV002, RV003, RV004, RV8107, RV8108) 


CUTOFF ADJUSTMENT (H BOARD) 

1. Input the color bar signal then turn off the 
chroma signal in order to obtain B/W signal on 
the screen. 

2. Picture.Max. Hue.Standard 

Color.Standard Brightness •••* Standard 

3. Adjust RV002 (RED), RV003 (GREEN) and RV004 
(BLUE) so that the best possible white balance 
is obtained at the second stripe from the right 
of the color bar signal. 


DRIVE ADJUSTMENT (B BOARD) 

1. Input the 100% white signal. 

2. Picture.Max. Hue.Standard 

Color.Standard Brightness •••• Standard 

3. Adjust RV8107 (red drive) and RV8108 (blue 
drive) for the best possible white balance on the 


4-7. H BOARD ADJUSTMENT 

— Conductor side 


ooo | H-2 

©@® 

I RV002 


RV003 

RV004 


RV005 


H Board 


RV001 


IC003(ts) 
l^CTOO, 


□ 


< -u- 



— Conductor side — 



RED, GREEN AND BLUE OUTPUTS 
ADJUSTMENT (RV002, RV003, RV004) 


1. Input the 100% black (black burst) signal. 

2. Connect oscilloscope to pins ®, ® and ® of 
connector H2. 

3. Adjust RV002, RV003 and RV004 so that the 
pedestal DC voltage of the waveform is 2.7 ± 
0.05V DC. 


~u 


IT 


2.7 ± 0.05V DC 
-GND 


TIMER DISPLAY POSITION ADJUSTMENT 
(RV001) 


1. Set SW916 on the M board to reserve (program) 
mode. 

2. While pressing SW917 (Alarm) on the M board, 
press SW909 (Hour) and display “12 : 00”. 


AM 

12:00 

iO 

A B 
A = B 


% 


3. 


Adjust RV001 
5V 



for A == B. 

(Pin © of IC003 is 5V.) 

_J Frequency 

1 counter 


TIMER CLOCK ADJUSTMENT (CT001) 


1. Connect 47 k Q resistor between pin © of IC003 
and 5V then connect frequency counter to pin ©. 

2. Adjust CT001 for 2048.000 Hz through 2048.008 Hz. 


PBL ADJUSTMENT (RV005) 


1. Input the 100% red signal. 

Picture.Max. 

Brightness -Standard 

Color.Max. 

2. Bring the luminance meter into contact with the 
center of screen. 

3. Adjust RV005 for 30 ± 2 NIT. 


p. 16 


p.15 


screen. 
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KVX-370 


SECTION 5 
DIAGRAMS 

5-1. BLOCK DIAGRAM 
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H 8LK 
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5-2. CIRCUIT BOARDS LOCATION 



achieved. (Refer to R529, R530, R1543, R1557 
adjustment o n page 10,11.) 

When replacing the part in below table, be sure to perform 
the related adjustment. 


Part replaced ( 3 ) 

Adjustment { B ) 

D1508, IC1501, R1504, 
R1534, R1535, R1 557, 

T1502 
(D1 board) 

+ B Max 

R1557 

C1510, C1515, Cl 519, 

Cl520, Cl533, D1519, 

IC1502, Q1503, R1515, 

R1517, R1540, R1541, 

R1542, R1543, R1547, 

RV1501, T1501 (FBT) 

(D1 Board) 

HV Reg 

R1543 

C507, C512, C513, C514, 

D504, IC201, Q502, Q503, 
R517, R518, R519, R522, 

R523, R524, R529, R530 
(A Board) 

D1518 
(D1 Board) 

+ B Hold down 
R529, R530 


5-3. PRINTED WIRING BOARDS AND 
SCHEMATIC DIAGRAM 


Note: The components identified by shading and mark 
^ are critical for safety. Replace only with 
part number specified. 


Caution to be exercised when replacing chip components 
Do not reuse the removed components but use new 
components. 

Caution should be taken as the’ negative side of the 
tantalum capacitor is weak toward heat. 

All capacitors are in /xF unless otherwise noted. p:/x/xF 
50WV or less are not indicated except for electrolytic and 
tantalums. 

All resistors are in ohms. 

kn — looon, m n = loookn 

Indication of resistance, which does not have one for 
rating electrical power is as follows. 


Rating electrical power:1/10W 
1~ : nonflamable resistor. 


• A: internal component. 


f.| : panel designation or adjustment for repair. 


• All variable and adjustable resistors have characteristic 
curve B, unless otherwise noted. 

• The components identified by Bin this manual have been 
carefully factory-selected for each set in order to satisfy 
regulations regarding X-ray radiation. Should replacement 
be required, replace only with the value originally used. 

• When replacing components identified by 3 mark the 
necessary adjustments indicated. If results do not meet 
the specified value, change the component identified by 
B and repeat the adjustment until the specified value is 


Reference information 


RESISTOR 


COIL 

CAPACITOR 


RN 

RC 

FPRD 

FUSE 

RS 

RB 

RW 

* 

LF-8L 

TA 

PS 

PP 

PT 

MPS 

MPP 

ALB 

ALT 

ALR 


METAL FILM 
SOLID 

NONFLAMMABLE CARBON 
NONFLAMMABLE FUSIBLE 
NONFLAMMABLE METAL OXIDE 
NONFLAMMABLE CEMENT 
NONFLAMMABLE WIREWOUND 
ADJUSTMENT RESISTOR 
MICRO INDUCTOR 
TANTALUM 
STVROL 

POLYPROPYLENE 

MYLAR 

METALI2ED POLYESTER 
METALIZED POLYPROPYLENE 
BIPOLAR 

HIGH TEMPERATURE 
HIGH RIPPLE 


• Readings are taken with a color-bar signal input. 

• Readings are taken with a 10MH digital multimeter. 

• Voltages are dc with respect to ground unless otherwise 
noted. 

• Voltage variations may be noted due to normal production 
tolerances. 

• All voltages are in V. 

• ^ : Can not be measured. 

• Circled numbers are waveform references. 

• —~ : B 4- bus. 

• -: B — bus. 

• : signal path. 
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J [VIF. AFT. AHC. CHROMA. H DEF. V DEF, H BLK PG. AF AMP. U/V TUNER] 
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1 | 2 | 3 | 4 | 5 | 6 | 7 | 8 | 9 1 10 1 11 | 12 | 13 | 14 | 15 | 16 | 17 | 18 | 19 | 20 | 21 | 22 | 23 | 24 1 25 | 26 | 27 | 28 | 29 | 30 


A 


B 


C 


D 


E 


F 


G 


H 


I 


J 



L 


M 



O 


P 



A board 
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-30— 


—31 — 


-32 — 














































































B 


D 


H 


K 


M 


N 


O 


8 


10 


11 


12 


13 


14 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 


28 


29 J_ 30 



CXD1206Q 

i/1 


a — — 

w a o 

u. a a 



VSS 



B board 


© 

'TTl 

2. 0 Vp-p ( H) 


© 


0. 6 Vp-p ( H) 


® 

0. 5 Vp-p ( H) 


© 


2. 3 Vp-p (II. IMHO 




3 Vp-p ( H) 




4—V- 

4 Vp-p ( V) 


© 

JULil 

4 Vp-p ( H) 


jifiJ'OKN 

0. 8 Vp-p ( H) 


© 

tfiatflx 


0. 9 Vp-p ( H) 


© 


0. 8Vp- p ( H) 


o 


2.5Vp-p (H) 
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KVX-370 KVX-370 



[INDEX SIGNAL PROCESSOR. PLL. DEF SUPPORT. RING 


COUNTER, VIDEO SW, CCD 


DELAY LINE] 


B board — Component side — 


1C 

TESTPOINT 

ICQ00I 

B-2 

TP8002 

A-6 

IC8002 

D-3 

TP8003 

C-2 

IC8003 

A-5 

TP8004 

D-l 



TP8005 

E-2 



TP8006 

B-2 



TP8007 

E-2 

TRANSISTOR 

TP8008 

D-6 

Q8002 

B-l 



Q8003 

B-l 



Q8007 

B-4 



DIODE 



D800I 

B-4 



D8003 

B-4 



D8V02 

E-6 



D8104 

C-5 



D8105 

C-5 



VARIABLE 



CAPACITOR 



CT800I 

B-6 



VARIABLE 



RESISTOR 



RV8001 

A- 1 



RV8002 

B-2 



RV8003 

C-2 



RV8004 

C-3 



RV8005 

A-3 



RV8006 

C-6 



RV8104 

D-6 



RVB105 

E-5 



RV8106 

D-6 



RV8I07 

D-5 



RV8108 

D-5 



COIL 



T8001 

B-l 



T8002 

D-l 



T8003 

E-l 




— B Board — — Component side — 



C8063 C8064 C8065 C8062 C8066 C8067 C8068 C8069 C8060 C8070 C807I C8072 C806I C8073 


B board — Cond 


TRANS 

ISTOF 

08001 

B-6 

08004 

A-5 

Q8005 

D-6 

Q8006 

D-5 

08104 

E-l 

Q8I05 

E-l 

Q8I06 

D-1 

Q8108 

D-1 

Q8I09 

E-2 

Q8I 1 1 

D-3 

Q81 12 

D-2 

Q8I 13 

D-3 

DIODE 

D8005 

C-6 

D8I03 

C-l 

D8I06 

C-2 

D8I07 

C-2 

D8I08 

C-2 

D8I09 

E-2 

CO 

L 

T8001 

B-6 

T8002 

D-6 

T8003 

E-6 

1 TESTPOIN' 

TP8002 

A-l 

TP8003 

C-5 

TP8004 

D-6 

TP8005 

E-5 

TP8006 

B-6 

TP8007 

E-6 

TP8008 

D-l 


- 


P-37 

— 37 — 


P.38 


• liilllli' Conductor side pattern 

• Component side pattern 

• (§) : mark is through hole. 

• O— • lead wire attached to the component-side. 


3ft — 






KVX-370 KVX-370 


B board — Conductor side — 


TRANS 

STOR 

G8001 

B~6 

Q8004 

A-5 

Q8005 

D-6 

Q8006 

D-5 

08104 

E-l 

G8105 

E-1 

Q8106 

D-1 

08108 

D- 1 

08109 

E-2 

081 1 1 

D-3 

Q81 12 

D-2 

08113 

D-3 

DIODE 

D8005 

C-6 

D8103 

C-t 

D8106 

C-2 

D8107 

C-2 

D8108 

C-2^ 

D8109 

E-2 

COIL 

T 8001 

B-6 

T8002 

D-6 

T8003 

E-6 

TESTPOINT 

TP8002 

A-1 

TP8003 

C-5 

TP8004 

D-6 

TP8005 

E-5 

TP8006 

B-6 

TP8007 

E-6 

TP8008 

D~ 1 


e component side. 




Conductor side pattern 

Component side pattern 

mark is through hole. 

lead wire attached to the component side. 



















VAR 

1 ABLE 

CAPACITOR 

CT00I 

D-6 

VAR 1 

ABLE 

RESISTOR 

RV00I 

C-3 

RV002 

A-t 

RV003 

A- \ 

RV004 

B-l 




































TEST POINT 


TPI A-3 









Conductor side pattern 

Component side pattern 

mark is through hole. 

lead wire attached tg the component side 





































































[USER CONTROL] 

M Board — — Conductor side — 





























































8 


10 


11 


12 


13 


14 


15 


16 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 


28 


29 | 30 


B 


H 


K 


M 


N 


0 



U) I/O I 


H board 


© 

fl/—ftJL——n A— 

1.6 Vp-p ( H) 


© 


Aj— 

0. 5Vp-p ( H) 


CD 

1. 6Vp-p ( H) 


© 




0. 0 Vp-p ( H ) 


lAA. 

o. avp-p ( h) 


© 

0. 0 Vp - p ( H) 


© 


4. 5Vp-p ( V) 


© 

(UAAAAJUL 

4. 5 Vp-p (H) 


© 


3. 4 Vp-p ( H) 


© 


4 Vp-p ( H) 


© 

AAAA 

3. 8Vp-p(5. 2MHi) 


© 


3. 0 Vp-p (5. 2MHz) 


— 45 — 


— 46 — 


- 47 - 


- 48 - 













































































































1|2|3|4|5|6| _ 7 | 8 | 9 | 10 | 11 | 12 | 13 | 14 | 15 | 16 | 17 | 18 | 19 | 20 | 21 | 22 | 23 | 24 I 25 | 26 | 27 | 28 I 29 1 30 I 


A 


B 


C 


D 


E 



G 



I 


J 



L 


M 


N 


O 



D1 board 


© 

© 

m 

A—A—A_A_ 

2.6 Vp-p (H) 

150Vp-p ( H) 

D2 board 

© 

© 

J_/L 

J_A_ 

150VP-P (H) 

30 Vp-p (H) 

D3 board 


© 


2 Vp-p (H) 




- 49 - 


- 50 - 


-51 — 


- 52 - 


































































KVX 370 KVX-3 


D1 


D1 board 

— Component side — 


[HV OUT. POWER CONTROL ABL DET. SAW OUT] 
— D1 Board — — Component side — 


1C 

IC1501 

B-6 

1C1503. 

A-3 

1C 1504 

E-4 

TRANSISTOR 

01501 

B-7 

01 503; 

F-4 

QI 504 

B-3 

Q1506 

C-4 

01509 

B-3 

01510 

D-6 

01512 

C-7 

01513 

C-7 

DIODE 

DI502 

C-3 

D1508 

D-7 

D1509 

F-5 

D1510 

D-6 

DI512 

F-6 

DI513 

D-7 

D1514 

F~5 

D1518 

Q-7 

VARIABLE 

RFSISTOR 

RV1501 

0-4 

RV1502 

F-2 

TESTPOINT 

j TP1502 

G-4 



• HSHHm ; Conductor side pattern 

• Component side pattern 

• ® : mark is through hole. 

• o — • lead wire attached to the component side 


p.53 


_CO_ 


D1 board 

— Conductor side — 


— D1 Board — — Conductor side — 


1 C 

ICI502 

F-6 

1 Cl 504 

D-5 

TRANSISTOR 

Q1503 

F-5 

01504 

B-6 

01505 

A-l 

01507 

C-5 

Q151 0 

D-3 

Q1514 

Q-5 

Q1 515 

C-2 

Q1S16 

C-1 

01517 

B-l 

Dl 

ODE 

D1 50 1 

B-5 

Dl 503 

C-6 

Dl 506 

D-2 

Dl 510 

D-4 

Dl 51 2 

6-3 

D151 4 

F-4 

Dl 519 

E-6 

VARIABLE 

RESISTOR 

RV1501 


RV1502 


TESTPOINT 

TP 1502 

Q-6 



i 

• 111111111 : Conductor side pattern 

• IIS^SSS: Component side patterr 

• ® : mark is through hole.. .... 

• O— : lead wire attached to th 


p.54 


C A _ 












































































— D1 Board — — Conductor side — 




) 


)1 board 


- Conductor side — 


1 c 

1 Cl 502 

F-6 

IC1504 

D-5 

TRANSISTOR 


h-5 

Q1504 

B-6 

Q1505 

A-1 

QI507 

C-5 

Q1 51 0 

D-3 

01514 

Q-5 

0151 5 

C-2 

01516 

C-l 

01517 

B-1 

DIODE 

D150 1 

B-~5 

D1503 

C-6 

D1506 

D-2 

D1510 

D-4 

D1512 

6-3 

D151 4 

F-4 

DI519 

E-6 

VAR ITABLE 

RESISTOR 

RV150I 

Q-5 

RV1502 

F-7 

TESTPOINT 

TP1502 

Q-6 



• 1111111111 ; Conductor side pattern 

Component side pattern 

• ® : mark is through hole. 

• O— : lead wire attached to the component sid 


p. 54 


KVX-370 KVX-370 


D2 


r400V RECT, 120V RECT. DYNA FOCUS OUT. H OUT. H DRIVE] 


D2 board 


— D2 Board — — Component side — 


— Component side — 


TRANSISTOR 

0601 

C-3 

0605 

C-1 

0606 

D-1 

0610 

C-6 

Q61 2 

B-6 

0613 

D-5 

0615 

D-4 

0621 

A-1 

0627 

A-6 

DIODE 

D601 

D-2 

D608 

B-6 

D61 1 

D-6 

D61 2 

E-6 

D61 3 

E-3 

D61 4 

D-3 

D615 

C-6 

VARIABLE 

RESISTOR 

RV601 

C-3 

RV602 

B-2 

RV603 

B-2 

TESTPOINT 

TP601 

A-5 



• H8K5 ■ Conductor side pattern 

• : Component side pattern 

• ® : mark is through hole. 

• O— : lead wire attached to the cor 


p 55 


p 56 


t— r* 






























































ODE 


[ABLE 
I STOP 


POINT 


D-2 
B-6 
D-6 
E~ 6 
E~3 
D-3 
C-6 


C-3 

B-2 

B-2 


KVX-370 KVX-370 


m : Conductor side pattern 
: Component side pattern 
® : mark is through hole. 

O— : lead wire attached to the component side 


p„56 

— RR— 


n 

*_| [400V RECT. 120V RECT. DYNA FOCUS OUT. H OUT. H DRIVE] 

, — D2 Board — — Component side — 

a 

onent side — 



D613 

D6U 


VAR I 
RESISTOR 


A-2 

E-3 

B-6 


TRANSISTOR 

Q602 C-5 
0603 C-5 
Q604 C-5 
0605 C-6 
0606 D-6 
0607 C-4 
0608 A-2 
0609 B-5 
06M B-< 
0613 D-2 
0615 D-3 
0616 C-2 
0617 E-4 
0619 E-4 
Q620 E-4 
0622 C-1 
0623 B-1 
0624 A-1 
0625 A-1 
0626 A-1 


DIODE 


p.57 

—B7— 


mUr-mo 


— D2 Board — — Conductor side 

D2 board 

— Conductor side — 


Conductor side pattern 

Component side pattern 

mark is through hole. 

lead wire attached to the component side. 







































: Conductor side pattern 
: Component side pattern 
: mark is through hole. 

: lead wire attached to the component side. 


r— n 


r~ r\ 











































KVX-370 i KVX-370 


KVX-3 



I I [PHOTO AMP] 

— N Board — — Component side — 



i 


— N Board — - Conductor side — 





• BBB8 : Conductor side pattern 

• 11111113 : Component side pattern 

• ® : mark is through hole. 

• O— : lead wire attached to the component side. 


— C Board — — Conductor side — 



5-4. SEMICONDUCTORS 
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CXAI274Q-Z 
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2SD999 
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ISSI23 
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PST529D 


2SK686 

2SK925 


I T384 



CX22011 
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iunmi 


TTiTTimr 


PPC574J 



WA7I3 



LA7650 


42 21 



nor vim 
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/ CATHOOC 
AWCDf 


RD3.3M-B2 
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RD10M-B1 
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p.60 
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5-4. SEMICONDUCTORS 


KVX-370 


tor side — 



CXAI103M LA7035 

CXAI274Q-Z 


• • *7 



CXA1267M 



i m 


ntr vins 


M50439-615FP 

MARINI HOC VICV 





MI * 7 4002 »?2 
PPC4550G2 


• 7(3 



fl>( 
ntr Vfm 


2SAM62Y 

2SCI654P 

2SC2712P 

2SC3052 



2SB734 

2SC3999 

2SD774-3 




IN4005 RD5. 6ES-L3 

EL I 2 RD33ES-B 

ERA0I-OO4 



m 

7 7 1 


1 S2037 



I SSI 23 



CXL5002M / c 1T304 


PST529D 



nor vino PPC574 J 



n ? 


3 3 1 


_Cl _ 


SECTION 6 

EXPLODED VIEWS 


NOTE: 

• Items with no part number and no des- • Items marked " ★ " are not stocked since 

cription are not stocked because they they are seldom required for routine 

are seldom required for routine service. service. Some delay should be anticipated 

•* The construction parts of an assembled when ordering these items, 

part are indicated with a collation 
number in the remark column. 


1. CHASSIS 

• BVTP 3x12 7-685-648-79 




the components identified by 
shading and mark A are criti¬ 
cal for safety. 

Replace only with part number 
specified. 


REF.NO. PART 


DESCRIPTION 


REMARK !REF.NO. PART NO. 


DESCRIPTION 


1 A-1345-783-A D2 BOARD, COMPLETE 

2 *4-391-352-01 INSULATOR (C) 


4 A-1345-782-A D1 BOARD, COMPLETE 

5 *4-391-323-01 LID, SHIELD CASE, B 

6 *4-391-322-01 CASE (MAIN), SHIELD, B 

7 A-1135-506-A B BOARD, COMPLETE 


I 8 4-391-332-31 

I 9 1-544-030-11 

I 10 A-1375-076-A 

1^11 ^A-1296-4587 A 

r 

! 14 4-391-314-31 


CABINET 

SPEAKER 

H BOARD. COMPLETE 
A BOARD, COMPLETE 


KNOB, VOL 
HOLDER, VOLUME 


p.62 


n o 




















KVX-370 


2. PICTURE TUBE 

• BVTP 3x12 7-685-648-79 



REF.NO 

. PART NO. 

DESCRIPTION 

REMARK 

jREF.NO 

. PART NO. 

DESCRIPTION 


51 

X-4391-305-1 

BEZEL ASSY 

53 

i 

i 

i 

i 

i 

63 

4-391-316-31 

BUTTON, CLOCK 


52 

4-391-313-01 

FILTER 


i 

i 

64 

4-391-327-31 

BUTTON, CHANNEL 


53 

4-391-311-31 

FOOT 


i 

65 

4-391-301-31 

KNOB (A), SLIDE 


54 L 

k 8-734-121-75 

PICTURE TUBE (AUKAGlOXj 


! 

66 

4-391-302-31 

KNOB (B), SLIDE 


55 

A-1330-882-A 

C BOARD, COMPLETE 


i 

67 

*1-626-667-11 

M BOARD 


56 

4-391-339-01 

PLATE, CONDENSE 


i 

68 

*1-628-606-11 

D4 BOARD 


57 

*4-391-346-01 

INSULATOR (B) 


i 

69 

*4-381-724-01 

HOLDER, IC 


58 

*A-1280-367-A 

N BOARD, COMPLETE 


i 

70 

*4-381-827-01 

HOLDER, TR 


59 

*4-391-304-01 

SPRING 


i 

i 

71 

4-391-312-31 

HOLDER, ANTENNA 


60 

4-391-328-01 

HOLDER, PICTURE TUBE 


i 

| 

72 i 

L1-501-421-11 

ANTENNA, TELESCOPIC 


61 

X-4391-306-1 

PANEL ASSY, CONTROL 

62-64 

i 

73 

*A-1371“415-A 

J BOARD, COMPLETE 


62 

4-391-331-31 

DOOR 


i 

t 

74 

A-1345-784-A 

D3 BOARD, COMPLETE 






1 

75 

4-342-013-00 

SPACER, MICA 



p.63 


— — 
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SECTION 7 

ELECTRICAL PARTS LIST 



NOTE: 


?The components identified by 

S shading and mark A are criti¬ 
cal for safety. 

II Replace only with part number 
|ii specified. 


• Items marked " * " are not stocked 
since they are seldom required for 
routine service. Some delay should be 
anticipated when ordering these items. 

• All variable and adjustable resistors 
have characteristic curve B, unless 
otherwise noted. 


RESISTORS 

• All resistors are in ohms 

• F : nonflammable 


When 

indicating 

parts 

by refer- 

ence 

number. 

please 

include 

the 

board name. 




CAPACITORS COILS 

• MF : nF, PF : wf • MMH : inH, UH : pH 

• The components identified by H in this manual 
have been carefully factory-selected for each set in 
order to satisfy regulations regarding X-ray radiation. 
Should replacement be required, replace only with 
the value originally used. 


REF.NO. 

PART NO. 

DESCRIPTION 



REMARK 

REF.NO. 

PART NO. 

DESCRIPTION 



REMARK 


A-1135-506-A 

B BOARD, COMPLETE 



C8047 

1-163-111-00 

CERAMIC CHIP 

56PF 

52 

50V 



***************** 



C8048 

1-163-131-00 

CERAMIC CHIP 

390PF 

52 

50V 







C8049 

1-163-241-11 

CERAMIC CHIP 

39PF 

52 

50V 







C8050 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 


<CAPACITOR> 















C8051 

1-163-015-00 

CERAMIC CHIP 

0.0033MF 

102 

50V 

C8001 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

C8052 

1-163-125-00 

CERAMIC CHIP 

220PF 

52 

50V 

C8002 

1-126-157-11 

ELECT 

10MF 

202 

16V 

C8053 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

C8003 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

C8054 

1-126-153-11 

ELECT 

22MF 

201 

6.3V 

C8004 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

C8055 

1-163-109-00 

CERAMIC CHIP 

47PF 

52 

50V 

C8005 

1-163-105-00 

CERAMIC CHIP 

33PF 

5% 

50V 












C8056 

1-163-095-00 

CERAMIC CHIP 

9PF 

0.25PF 

50V 

C8006 

1-163-111-00 

CERAMIC CHIP 

56PF 

5 1 

50V 

C8057 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

C8007 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

C8058 

1-163-117-00 

CERAMIC CHIP 

100PF 

52 

50V 

C8008 

1-124-234-00 

ELECT 

22MF 

20 2 

16V 

C8059 

1-163-141-00 

CERAMIC CHIP 

0.001MF 

52 

50V 

C8009 

1-126-153-11 

ELECT 

22MF 

20% 

6.3V 

C8074 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

C8010 

1-163-141-00 

CERAMIC CHIP 

0.001MF 

5% 

50V 












C8075 

1-164-161-11 

CERAMIC CHIP 

0.0022MF 

102 

50V 

C8011 

1-124-499-11 

ELECT 

IMF 

20% 

50V 

C8076 

1-126-153-11 

ELECT 

22MF 

202 

6.3V 

C8012 

1-163-021-00 

CERAMIC CHIP 

0.01MF 

lot 

50V 

C8077 

1-163-121-00 

CERAMIC CHIP 

150PF 

52 

50V 

C8013 

1-163-115-00 

CERAMIC CHIP 

82PF 

5% 

50V 

C8078 

1-163-141-00 

CERAMIC CHIP 

0.001MF 

52 

50V 

C8014 

1-126-160-11 

ELECT 

IMF 

20% 

50V 

C8101 

1-163-109-00 

CERAMIC CHIP 

47PF 

52 

50V 

C8015 

1-163-119-00 

CERAMIC CHIP 

120PF 

5% 

50V 











C8104 

1-163-117-00 

CERAMIC CHIP 

100PF 

52 

50V 

C8016 

1-163-099-00 

CERAMIC CHIP 

18PF 

5% 

50V 

C8105 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

C8017 

1-163-119-00 

CERAMIC CHIP 

120PF 

52 

50V 

C8106 

1-163-125-00 

CERAMIC CHIP 

220PF 

52 

50V 

C8018 

1-163-113-00 

CERAMIC CHIP 

68PF 

52 

50V 

C8107 

1-163-038-00 

CERAMIC CHIP 

0. IMF 

25V 

C8019 

1-163-131-00 

CERAMIC CHIP 

390PF 

52 

50V 

C8108 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

C8020 

1-163-123-00 

CERAMIC CHIP 

180PF 

52 

50V 

C8109 

1-124-589-11 

ELECT 

47MF 

202 

16V 

C8021 

1-126-160-11 

ELECT 

IMF 

202 

50V 





C8022 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 







C8023 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 


<TRIMMER> 




C8024 

1-163-129-00 

CERAMIC CHIP 

330PF 

52 

50V 







C8025 

1-163-115-00 

CERAMIC CHIP 

82PF 

52 

50V 

CT8001 

1-141-311-11 

CAP, VAR, TRIMMER (CHIP) 



C8026 

1-163-133-00 

CERAMIC CHIP 

470PF 

52 

50V 







C8027 

1-163-127-00 

CERAMIC CHIP 

270PF 

52 

50V 


<DI0DE> 




C8028 

1-163-105-00 

CERAMIC CHIP 

33PF 

52 

50V 







C8029 

1-163-129-00 

CERAMIC CHIP 

330PF 

52 

50V 

D8001 

8-719-100-05 

DIODE 1S2837 




C8030 

1-163-809-11 

CERAMIC CHIP 

0.047MF 

102 

25V 

D8003 

8-719-100-05 

DIODE 1S2837 










D8005 

8-719-101-23 

DIODE 1SS123 




C8031 

1-163-129-00 

CERAMIC CHIP 

330PF 

52 

50V 

D8102 

8-719-404-16 

DIODE MA713 




C8032 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

D8103 

8-719-100-05 

DIODE 1S2837 




C8033 

1-126-160-11 

ELECT 

IMF 

202 

50V 







C8034 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

D8104 

8-719-404-16 

DIODE MA713 




C8035 

1-126-153-11 

ELECT 

22MF 

202 

6.3V 

D8105 

8-719-404-16 

DIODE MA713 




C8036 






D8106 

8-719-101-23 

DIODE 1SS123 




1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

D8107 

8-719-101-23 

DIODE 1SS123 




C8037 

1-163-141-00 

CERAMIC CHIP 

0.001MF 

52 

50V 

D8108 

8-719-101-23 

DIODE 1SS123 




C8038 

1-163-133-00 

CERAMIC CHIP 

470PF 

5 1 

50V 







C8039 

1-124-234-00 

ELECT 

22MF 

202 

16V 

D8109 

8-719-100-05 

DIODE 1S2837 




C8040 

1-126-094-11 

ELECT 

4.7MF 

202 

16V 







C8041 

1-124-967-11 

ELECT 

10MF 

202 

10V 


<IC> 





C8042 

1-163-081-00 

CERAMIC CHIP 

0.22MF 


25V 






C8043 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

IC8001 

8-752-034-34 

IC CXA1274Q-3 




C8044 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

IC8002 8-752-320-38 

IC CXL5002M 




C8045 

1-124-234-00 

ELECT 

22MF 

202 

16V 

IC8003 8-752-327-50 

IC CXD1206Q 




C8046 

1-163-111-00 

CERAMIC CHIP 

56PF 

52 

50V 








- 64 - 
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REF.NO. 

PART NO. 

DESCRIPTION. 


REMARK 

REF.NO. 

PART NO. 

DESCRIPTION 



! 

B j 

REMARK 


<COIL> 









| 






R8016 

1-216-075-00 

METAL 

GLAZE 

12K 

51 

1/10W | 

L8001 

1-407-169-XX 

INDUCTOR 100UH 


R8017 

1-216-095-00 

METAL 

GLAZE 

82K 

51 

1/10W 

L8002 

M07-169-XX 

INDUCTOR 100UH 


R8018 

1-216-121-00 

METAL 

GLAZE 

1M 

51 

1/10W I 

L8003 

1M08-970-21 

INDUCTOR 10UH 



R8019 

1-216-081-00 

METAL 

GLAZE 

22K 

51 

1/10W 

L8004 

1-408-970-21 

INDUCTOR 10UH 



R8020 

1-216-073-00 

METAL 

GLAZE 

10K 

51 

1/10W 

L8005 

1-412-076-11 

INDUCTOR CHIP OUH 



R8021 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W 

L8006 

1-412-076-11 

INDUCTOR CHIP OUH 



R8022 

1-216-063-00 

METAL 

GLAZE 

3.9K 

51 

1/10W 

L8007 

1-412-076-11 

INDUCTOR CHIP OUH 



R8023 

1-216-063-00 

METAL 

GLAZE 

3.9K 

51 

1/10W ! 

L8008 

1-412-076-11 

INDUCTOR CHIP OUH 



R8024 

1-216-063-00 

METAL 

GLAZE 

3.9K 

51 

1/10W 

L8009 

1-412-076-11 

INDUCTOR CHIP OUH 



R8025 

1-216-067-00 

METAL 

GLAZE 

5.6K 

•5 X 

1/10W 

L8010 

1-412-076-11 

INDUCTOR CHIP OUH 



R8026 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W 

L8011 

1-412-076-11 

INDUCTOR CHIP OUH 



R8027 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W 

L8012 

1-412-076-11 

INDUCTOR CHIP OUH 



R8028 

1-216-049-00 

METAL 

GLAZE 

IK 

51 

1/10W 

L8013 

1-412-076-11 

INDUCTOR CHIP OUH 



R8029 

1-216-049-00 

METAL 

GLAZE 

IK 

51 

1/10W 

L8014 

1-412-076-11 

INDUCTOR CHIP OUH 



R8030 

1-216-049-00 

METAL 

GLAZE 

IK 

51 

1/10W 

L8101 

1-412-076-11 

INDUCTOR CHIP OUH 



R8031 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W I 

L8102 

1-412-076-11 

INDUCTOR CHIP OUH 



R8032 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W 

L8103 

1-412-076-11 

INDUCTOR CHIP OUH 



R8033 

1-216-059-00 

METAL 

GLAZE 

2.7K 

51 

1/10W : 

L8104 

1-412-076-11 

INDUCTOR CHIP OUH 



R8034 

1-216-121-00 

METAL 

GLAZE 

1M 

51 

1/10W i 






R8035 

1-216-121-00 

METAL 

GLAZE 

1M 

51 

1/10W ; 


<F1LTER> 



R8036 

1-216-748-11 

METAL 

GLAZE 

39K 

51 

1/10W 






R8037 

1-216-748-11 

METAL 

GLAZE 

39K 

51 

1/10W 

LF8101 

1-236-271-11 

FILTER, LOW PASS 



R8038 

1-216-057-00 

METAL 

GLAZE 

2.2K 

51 

1/10W 

LF8102 

1-236-271-11 

FILTER, LOW PASS 



R8039 

1-216-059-00 

METAL 

GLAZE 

2.7K 

5X 

1/10W 

LF8103 

1-236-271-11 

FILTER, LOW PASS 



R8040 

1-216-095-00 

METAL 

GLAZE 

82K 

51 

1/10W 

T8001 

1-236-270-11 

FILTER, BAND PASS 










T8002 

1-409-452-11 

FILTER, TRAP 



R8041 

1-216-077-00 

METAL 

GLAZE 

15K 

51 

1/10W 






R8042 

1-216-748-11 

METAL 

GLAZE 

39K 

51 

1/10W 

T8003 

1-409-451-11 

FILTER. TRAP 



R8043 

1-216-097-00 

METAL 

GLAZE 

100K 

51 

1/10W 1 






R8044 

1-216-079-00 

METAL 

GLAZE 

18K 

5X 

1/10W I 






R8045 

1-216-081-00 

METAL 

GLAZE 

22K 

5X 

1/10W j 


<TRANSISTOR> 









i 






R8046 

1-216-053-00 

METAL 

GLAZE 

1.5K 

5X 

1/10W i 

Q8001 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8047 

1-216-081-00 

METAL 

GLAZE 

22K 

5X 

1/10W ] 

Q8002 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8048 

1-216-073-00 

METAL 

GLAZE 

10K 

5X 

1/10W 

Q8003 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8049 

1-216-085-00 

METAL 

GLAZE 

33K 

5X 

1/10W j 

Q8004 

8-729-216-21 

TRANSISTOR 2SA1162Y 



R8050 

1-216-033-00 

METAL GLAZE 

220 

5X 

l/iow i 

Q8005 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8051 

1-216-081-00 

METAL 

GLAZE 

22K 

5X 

1/10W I 

Q8006 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8052 

1-216-033-00 

METAL 

GLAZE 

220 

5X 

1/10W 

Q8007 

8-729-216-21 

TRANSISTOR 2SA1162Y 



R8053 

1-216-065-00 

METAL 

GLAZE 

4.7K 

5X 

1/10W 

Q8104 

8-729-216-21 

TRANSISTOR 2SA1162Y 



R8054 

1-216-049-00 

METAL 

GLAZE 

IK 

5X 

1/10W 

Q8105 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8055 

1-216-059-00 

METAL 

GLAZE 

2.7K 

5X 

1/10W 

Q8106 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8056 

1-216-059-00 

METAL 

GLAZE 

2.7K 

5X 

1/10W 

Q8108 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8057 

1-216-073-00 

METAL 

GLAZE 

10K 

5X 

1/10W 

Q8109 

8-729-271-22 

TRANSISTOR 2SC2712Y 



R8058 

1-216-079-00 

METAL 

GLAZE 

18K 

5X 

1/10W 

Q8111 

8-729-216-21 

TRANSISTOR 2SA1162Y 



R8059 

1-216-097-00 

METAL 

GLAZE 

100K 

5X 

1/10W 

Q8112 

8-729-216-21 

TRANSISTOR 2SA1162Y 



R8060 

1-216-049-00 

METAL 

GLAZE 

IK 

5X 

1/10W 

Q8113 

8-729-216-21 

TRANSISTOR 2SA1162Y 



R8061 

1-216-025-00 

METAL 

GLAZE 

100 

5X 

1/10W 






R8062 

1-216-049-00 

METAL 

GLAZE 

IK 

5X 

1/10W 


<RESISTOR> 



R8063 

1-216-025-00 

METAL 

GLAZE 

100 

5X 

1/10W 






R8064 

1-216-025-00 

METAL 

GLAZE 

100 

5X 

1/10W 

R8001 

1-216-001-00 

METAL GLAZE 10 

5 X 

1/10W 

R8065 

1-216-097-00 

METAL 

GLAZE 

100K 

5X 

1/10W 

R8002 

1-216-061-00 

METAL GLAZE 3.3K 

5 X 

1/10W 








R8003 

1-216-031-00 

METAL GLAZE 180 

5 X 

1/10W 

R8066 

1-216-111-00 

METAL 

GLAZE 

390K 

5X 

1/10W 

R8004 

1-216-055-00 

METAL GLAZE 1.8K 

5 X 

1/10W 

R8104 

1-216-025-00 

METAL 

GLAZE 

100 

5X 

1/10W 

R8005 

1-216-043-00 

METAL GLAZE 560 

5 X 

1/10W 

R8105 

1-216-041-00 

METAL 

GLAZE 

470 

5X 

1/10W 






R8106 

1-216-045-00 

METAL 

GLAZE 

680 

5X 

1/10W 

R8006 

1-216-073-00 

METAL GLAZE 10K 

5% 

1/10W 

R8114 

1-216-033-00 

METAL 

GLAZE 

220 

5X 

1/10W 

R8007 

1-216-025-00 

METAL GLAZE 100 

5X 

1/10W 








R8008 

1-216-025-00 

METAL GLAZE 100 

51 

1/10W 

R8115 

1-216-055-00 

METAL 

GLAZE 

1.8K 

5X 

1/10W 

R8009 

1-216-035-00 

METAL GLAZE 270 

51 

1/10W 

R8116 

1-216-025-00 

METAL 

GLAZE 

100 

5X 

1/10W 

R8010 

1-216-035-00 

METAL GLAZE 270 

51 

1/10W 

R8117 

1-216-049-00 

METAL 

GLAZE 

IK 

5X 

1/10W 






R8118 

1-216-049-00 

METAL 

GLAZE 

IK 

5X 

1/10W 

R8011 

1-216-039-00 

METAL GLAZE 390 

51 

1/10W 

R8119 

1-216-073-00 

METAL 

GLAZE 

10K 

5X 

1/10W 

R8012 

1-216-041-00 

METAL GLAZE 470 

51 

1/10W 








R8013 

1-216-039-00 

METAL GLAZE 390 

51 

1/10W 

R8121 

1-216-067-00 

METAL 

GLAZE 

5.6K 

5X 

1/10W 

R8014 

1-216-107-00 

METAL GLAZE 270K 

51 

1/10W 

R8122 

1-216-041-00 

METAL 

GLAZE 

470 

5X 

1/10W 

R8015 

1-216-057-00 

METAL GLAZE 2.2K 

51 

1/10W 

R8123 

1-216-043-00 

METAL 

GLAZE 

560 

5X 

1/10W 

i 

i 
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KVX-370 


B N A 


REF.NO. 

PART NO. 

DESCRIPTION 


REMARK 

REF.NO 

PART NO. 

DESCRIPTION 



R8124 

1-216-041-00 

METAL GLAZE 470 52 

1/10W 








R8125 

1-216-049-00 

METAL GLAZE IK 52 

1/10W 








R8126 

1-216-067-00 

METAL GLAZE 5.6K 52 

1/10W 



*1-563-683-11 

CONNECTOR, BOARD TO BOARD 10P 

R8130 

1-216-043-00 

METAL GLAZE 560 52 

1/10W 



*1-563-693-11 

CONNECTOR, BOARD TO BOARD 20P 

R8131 

1-216-037-00 

METAL GLAZE 330 52 

1/10W 



*4-391-318-01 

HOLDER, 

LED 



R8132 

1-216-041-00 

METAL GLAZE 470 52 

1/10W 








R8133 

1-216-037-00 

METAL GLAZE 330 52 

1/10W 



<CAPACITOR> 




R8134 

1-216-053-00 

METAL GLAZE 1.5K 52 

1/10W 








R8135 

1-216-053-00 

METAL GLAZE 1.5K 52 

1/10W 


C101 

1-124-478-11 

ELECT 


100MF 

202 

R8136 

1-216-053-00 

METAL GLAZE 1.5K 52 

1/10W 


C102 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 







C103 

1-124-242-00 

ELECT 


33MF 

202 

R8137 

1-216-073-00 

METAL GLAZE 10K 52 

1/10W 


C104 

1-163-035-00 

CERAMIC 

CHIP 

0.047MF 


R8138 

1-216-073-00 

METAL GLAZE 10K 52 

1/10W 


C105 

1-163-035-00 

CERAMIC 

CHIP 

0.047MF 


R8139 

1-216-073-00 

METAL GLAZE 10K 52 

1/10W 








R8140 

1-216-045-00 

METAL GLAZE 680 52 

1/10W 


C106 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


R8141 

1-216-045-00 

METAL GLAZE 680 52 

1/10W 


Cl 07 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 







C108 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


R8142 

1-216-045-00 

METAL GLAZE 680 52 

1/10W 


C201 

1-163-015-00 

CERAMIC 

CHIP 

0.0033MF 

102 

R8143 

1-216-065-00 

METAL GLAZE 4.7K 52 

1/10W 


C202 

1-163-037-11 

CERAMIC 

CHIP 

0.022MF 

102 






C203 

1-124-478-11 

ELECT 


100MF 

202 


<VARIABLE RESISTOR> 



C204 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 

102 






C205 

1-163-081-00 

CERAMIC 

CHIP 

0.22MF 


RV8001 

1-230-869-11 

RES, ADJ, METAL GLAZE 4.7K 


C206 

1-163-015-00 

CERAMIC 

CHIP 

0.0033MF 

102 

RV8002 

1-230-868-11 

RES, ADJ, METAL GLAZE 2.2K 


C207 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


RV8003 

1-230-870-11 

RES, ADJ, METAL GLAZE 10K 









RV8004 

1-230-869-11 

RES, ADJ, METAL GLAZE 4.7K 


C208 

1-131-345-00 

TANTALUM 

0.47MF 

102 

RV8005 

1-230-871-11 

RES, ADJ, METAL GLAZE 22K 



C209 

1-163-112-00 

CERAMIC 

CHIP 

62PF 

52 






C210 

1-163-037-11 

CERAMIC 

CHIP 

0.022MF 

102 

RV8006 

1-230-869-11 

RES, ADJ, METAL GLAZE 4.7K 



C211 

1-126-157-11 

ELECT 


10MF 

202 

RV8104 

1-230-867-11 

RES, ADJ, METAL GLAZE IK 



C21-2 

1-163-037-11 

CERAMIC 

CHIP 

0.022MF 

102 

RV8105 

1-230-870-11 

RES, ADJ, METAL GLAZE 10K 









RV8106 

1-230-873-11 

RES, ADJ, METAL GLAZE 47K 



C213 

1-163-133-00 

CERAMIC 

CHIP 

470PF 

52 

RV8107 

1-230-866-11 

RES, ADJ, METAL GLAZE 470 



C214 

1-163-009-11 

CERAMIC 

CHIP 

0.001MF 

102 






C215 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


RV8108 

1-230-866-11 

RES, ADJ, METAL GLAZE 470 



C216 

1-163-112-00 

CERAMIC 

CHIP 

62PF 

52 






C217 

1-163-105-00 

CERAMIC 

CHIP 

33PF 

52 


<CRYSTAL> 



C218 

1-163-081-00 

CERAMIC 

CHIP 

0.22MF 







C219 

1-124-589-11 

ELECT 


47MF 

202 

X8001 

1-567-789-11 

OSCILLATOR, CERAMIC 



C221 

1-124-589-11 

ELECT 


47MF 

202 






C222 

1-163-017-00 

CERAMIC 

CHIP 

0.0047MF 

102 

************************************************************* 

C226 

1-163-081-00 

CERAMIC 

CHIP 

0.22MF 


*A-1280-367-A 

N BOARD, COMPLETE 



C304 

1-124-257-00 

ELECT 


2.2MF 

202 



***************** 



C305 

1-163-131-00 

CERAMIC 

CHIP 

390PF 

52 


v 




C306 

1-124-478-11 

ELECT 


100MF 

202 

*4-391-309-01 

CASE (LOWER), SHIELD, N 



C307 

1-124-257-00 

ELECT 


2.2MF 

202 






C308 

1-163-131-00 

CERAMIC 

CHIP 

390PF 

52 


<CAPACITOR> 



C309 

1-136-742-11 

FILM 


0. IMF 

52 






C310 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


C900 

1-163-021-00 

CERAMIC CHIP 0.01MF 


50V 

C311 

1-163-131-00 

CERAMIC 

CHIP 

390PF 

52 

C902 

1-163-081-00 

CERAMIC CHIP 0.22MF 


25V 

C312 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


C904 

1-163-038-00 

CERAMIC CHIP 0. IMF 


25V 

C313 

1-136-739-11 

FILM 


0.015MF 

52 

C906 

1-136-017-00 

CERAMIC CHIP 0.0047MF 


50V 

C314 

1-163-098-00 

CERAMIC 

CHIP 

16PF 

52 






C315 

1-126-157-11 

ELECT 


10MF 

202 


<DIODE> 



C316 

1-126-094-11 

ELECT 


4.7MF 

202 






C317 

1-124-257-00 

ELECT 


2.2MF 

202 

D900 

8-713-840-01 

1T384 



C318 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 







C319 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 



<IC> 




C320 

1-124-438-00 

ELECT 


IMF 

202 






C321 

1-124-257-00 

ELECT 


2.2MF 

202 

IC981 

8-752-034-62 

IC CXA1103AM 



C322 

1-163-129-00 

CERAMIC 

CHIP 

330PF 

52 






C323 

1-163-021-00 

CERAMIC 

CHIP 

0.0IMF 



<RESISTOR> 



C324 

1-126-157-11 

ELECT 


10MF 

202 






C325 

1-163-021-00 

CERAMIC 

CHIP 

0.01MF 


R910 

1-216-067-00 

METAL GLAZE 5.6K 52 

1/10W 


C326 

1-163-105-00 

CERAMIC 

CHIP 

33PF 

52 






C327 

1-163-103-00 

CERAMIC 

CHIP 

27PF 

52 

************************************************************* 

C329 

1-163-111-00 

CERAMIC 

CHIP 

56PF 

52 


A-1296-458-A 

A BOARD, COMPLETE 



C330 

1-163-111-00 

CERAMIC 

CHIP 

56PF 

52 


ttt*tt**t*ttt**t* 


REMARK 


25V 

50V 

25V 

50V 

50V 

50V 

50V 

50V 

50V 

25V 

25V 

50V 

25V 

50V 

50V 

35V 

50V 

25V 

16V 

25V 

50V 

50V 

50V 

50V 

50V 

25V 

16V 

16V 

50V 

25V 

50V 

50V 

25V 

50V 

50V 

50V 

50V 

50V 

50V 

50V 

50V 

16V 

25V 

50V 

50V 

50V 

50V 

50V 

50V 

50V 

16V 

50V 

50V 

50V 

50V 

50V 
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REF.NO. 

PART NO. 

DESCRIPTION 


REMARK !REF.NO. 

PART NO. 

DESCRIPTION 


REMARK 

C481 

1-163-081-00 

CERAMIC 

CHIP 0.22MF 


25V 

1 

! IC501 

8-759-700-81 

IC NJM555D 



i 

C482 

1-163-081-00 

CERAMIC 

CHIP 0.22MF 


25V 

j 

1 





\ 

C483 

1-126-096-11 

ELECT 

10MF 

202 

25V 

1 

1 






C485 

1-124-478-11 

ELECT 

100MF 

202 

25V 

1 

1 

<COIL> 




C486 

1-124-242-00 

ELECT 

33MF 

202 

25V 

1 

1 












! L201 

1-410-360-11 

INDUCTOR 

0.82UH 


C487 

1-163-009-11 

CERAMIC 

CHIP 0.001MF 

102 

50V 

! L202 

1-408-413-00 

INDUCTOR 

22UH 



C488 

1-163-021-00 

CERAMIC 

CHIP 0.01MF 


50V 

! L203 

1-410-316-11 

INDUCTOR 

1UH 



C489 

1-124-242-00 

ELECT 

33MF 

202 

25V 

! L204 

1-410-685-31 

INDUCTOR 

820UH 


C490 

1-163-017-00 

CERAMIC 

CHIP 0.0047MF 

102 

50V 

! L205 

1-408-412-00 

INDUCTOR 

18UH 



C491 

1-102-074-00 

CERAMIC 

0.001MF 

102 

50V 

1 

1 












! L206 

1-408-402-00 

INDUCTOR 

2.7UH 


C492 

1-102-074-00 

CERAMIC 

0.001MF 

102 

50V 

S L301 

1-408-413-00 

INDUCTOR 

22UH 



C501 

1-163-133-00 

CERAMIC 

CHIP 470PF 

52 

50V 

! L302 

1-408-424-00 

INDUCTOR 

180UH 


C502 

1-124-598-11 

ELECT 

22MF 

202 

25V 

1 






C503 

1-163-135-00 

CERAMIC 

CHIP 560PF 

52 

50V 

1 






C504 

1-124-438-00 

ELECT 

IMF 

202 

50V 

1 

1 

1 

<T RANSISTOR> 




C505 

1-136-740-11 

FILM 

0.033MF 

52 

50V 

! Q101 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C506 

1-126-094-11 

ELECT 

4.7MF 

202 

25V 

! Q201 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



C507 

1-126-094-11 

ELECT 

4.7MF 

202 

25V 

! Q202 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C508 

1-163-021-00 

CERAMIC 

CHIP O.OIMF 

102 

50V 

! Q203 

8-729-901-00 

TRANSISTOR 

DTC124EK 



C5U9 

1-163-038-00 

CERAMIC 

CHIP 0.IMF 


25V 

! Q204 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C510 

1-124-477-11 

ELECT 

47MF 

202 

25V 

! Q205 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



C511 

1-163-038-00 

CERAMIC 

CHIP 0.IMF 


25V 

| Q206 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C512 

1-163-021-00 

CERAMIC 

CHIP O.OIMF 

102 

50V 

! Q207 

8-729-901-00 

TRANSISTOR 

DTC124EK 



C513 

1-164-161-11 

CERAMIC 

CHIP 0.0022MF 

102 

50V 

1 Q211 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C514 

1-124-234-00 

ELECT 

22MF 

202 

16V 

! Q212 

1 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C531 

1-163-021-00 

CERAMIC 

CHIP O.OIMF 


50V 

! Q215 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C532 

1-163-021-00 

CERAMIC 

CHIP O.OIMF 

102 

50V 

! Q301 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



C533 

1-163-117-00 

CERAMIC 

CHIP 100PF 

52 

50V 

! Q481 

8-729-199-92 

TRANSISTOR 

2SD999 









j Q482 

8-729-271-22 

TRANSISTOR 

2SC2712Y 









! Q501 
» 

1 

8-729-216-21 

TRANSISTOR 

2SA1162Y 




<FILTER> 















i Q502 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



CF201 

1-409-332-00 

CERAMIC TRAP (4.5MHZ) 



! Q503 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



CF202 

1-527-943-00 

FILTER, 

CERAMIC 



! Q506 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



CF203 

1-404-816-11 

DISCRIMINATOR, CERAMIC 



! Q507 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



SWF201 

1-404-227-51 

SAWF 45MHZ 



! Q510 

1 

1 

8-729-177-42 

TRANSISTOR 

2SD774-3 




<DIODE> 




1 

1 

1 

1 

<RESISTOR> 



I 

D103 

8-719-812-41 

DIODE TLR124 



j R101 

1-216-041-00 

METAL GLAZE 

470 

51 

1/10W 

0301 

8-719-100-05 

DIODE 1S2837 



I R102 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1/10W 

D481 

8-719-106-52 

DIODE RD10M-B1 



! R103 

1-216-113-00 

METAL GLAZE 

470K 

51 

1/10W 

D482 

8-719-101-23 

DIODE 1SS123 



; R104 

1-216-085-00 

METAL GLAZE 

33K 

51 

1/10W 

D501 

8-719-100-05 

DIODE 1S2837 



i R105 

1 

1-216-065-00 

METAL GLAZE 

4.7K 

51 

1/10W 

D502 

8-719-100-05 

DIODE 1S2837 



! R201 

1-216-047-00 

METAL GLAZE 

820 

51 

1/10W 

D503 

8-719-105-82 

DIODE RD5.1M-B2 



! R202 

1-216-748-11 

METAL GLAZE 

39K 

51 

1/10W 

D504 

8-719-109-89 

DIODE RD5.6E-B2 



! R203 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1/10W 

D510 

8-719-109-90 

DIODE RD5.6ES-B3 



! R204 

1-216-065-00 

METAL GLAZE 

4.7K 

51 

1/10W 

D651 

8-719-911-55 

DIODE U05G 



! R205 

1 

1-216-089-00 

METAL GLAZE 

47K 

51 

1/10W 







! R206 

1-216-182-00 

METAL GLAZE 

220 

51 

1/8W 


<JACK> 




! R207 

1-216-073-00 

METAL GLAZE 

10K 

51 

1/10W 







! R208 

1-216-077-00 

METAL GLAZE 

15K 

51 

1/10W 

EJ481 

1-507-969-11 

JACK 




! R209 

1-216-047-00 

METAL GLAZE 

820 

51 

1/10W 

J102A. *1-526-575-41 

SOCKET, 

PLUG IP 



! R210 

1-216-065-00 

METAL GLAZE 

4.7K 

51 

1/10W 

J601 A 1-507-563-21 

JACK, DC 



1 

1 












! R211 

1-216-059-00 

METAL GLAZE 

2.7K 

51 

1/10W 







! R212 

1-216-049-00 

METAL GLAZE 

IK 

51 

1/10W 


<FUSE> 




i R213 

1-216-049-00 

METAL GLAZE 

IK 

51 

1/10W 







! R214 

1-216-039-00 

METAL GLAZE 

390 

51 

1/10W 

F601 A 

1-532-775-21 

FUSE, MICRO (SECONDARY) 

0.8A/125V 

! R215 

1-216-033-00 

METAL GLAZE 

220 

51 

1/10W 

F602 A 

1 - 532 - 593-11 

FUSE, GLASS TUBE 1.6A/1 

25V 


1 












! R216 

1-216-049-00 

METAL GLAZE 

IK 

51 

1/10W 







! R217 

1-216-041-00 

METAL GLAZE 

470 

51 

1/10W 


<IC> 





! R218 

1-216-081-00 

METAL GLAZE 

22K 

51 

1/10W 







! R219 

1-216-071-00 

METAL GLAZE 

8.2K 

51 

1/10W 

IC101 

8-759-157-40 

IC UPC574J 



! R220 

1-216-075-00 

METAL GLAZE 

12K 

51 

1/10W 

IC201 

8-759-820-93 

IC LA7650 



\ 

1 






IC481 

8-759-700-89 

IC NJM386D 



! R221 

1-216-295-00 

METAL GLAZE 

0 

51 

1/10W 
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KVX 370 


A M 


REF.NO. PART NO. 


• The components identified by H in this manual 
have been carefully factory-selected for each set in 
order to satisfy regulations regarding X-ray radiation. 
Should replacement be required, replace only with 
the value originally used. 


DESCRIPTION 


REMARK 


REF.NO. PART NO. 


DESCRIPTION 


[The components identified by 
shading and mark & are criti¬ 
cal for safety. 

Replace only with part number 
specified. 


REMARK 


R224 

1-216-057-00 

METAL 

GLAZE 

2.2K 

51 

1 /10W 

R454 

1-216-073-00 

METAL GLAZE 

10K 

51 

1 /10W 

R225 

1-216-069-00 

METAL GLAZE 

6 .8K 

5 1 

1 /10W 







R226 

1-216-047-00 

METAL 

GLAZE 

820 

5 1 

1 /10W 

R481 

1-216-081-00 

METAL GLAZE 

22K 

51 

1 /10W 

R227 

1-216-065-00 

METAL 

GLAZE 

4.7K 

51 

1/10W 

R482 

1-216-059-00 

METAL GLAZE 

2.7K 

51 

1 /10W 

R228 

1-216-073-00 

METAL 

GLAZE 

10K 

51 

1 /10W 

R483 

1-216-073-00 

METAL GLAZE 

10K 

51 

\/m 








R487 

1-216-025-00 

METAL GLAZE 

100 

51 

1 /10W 

R229 

1-216-057-00 

METAL 

GLAZE 

2.2K 

51 

1 /10W 

R488 

1-249-401-11 

CARBON 

47 

51 

1/4W 

R230 

1-216-113-00 

METAL 

GLAZE 

470K 

51 

1/10W 







R231 

1-216-109-00 

METAL 

GLAZE 

330K 

51 

1 /10W 

R489 

1-249-401-11 

CARBON 

47 

51 

1/4 W 

R234 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W 

R503 

1-216-025-00 

METAL GLAZE 

100 

51 

1/10W 

R235 

1-216-059-00 

METAL 

GLAZE 

2.7K 

51 

1 /10W 

R504 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1 /10W 








R505 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1/10W 

R237 

1-216-295-00 

METAL 

GLAZE 

0 

51 

1 /10W 

R506 

1-216-073-00 

METAL GLAZE 

10K 

51 

1 /10W 

R238 

1-216-025-00 

METAL GLAZE 

100 

51 

1/10W 







R239 

1-216-073-00 

METAL 

GLAZE 

10K 

51 

1 /10W 

R509 

1-216-049-00 

METAL GLAZE 

IK 

51 

1 /10W 

R240 

1-216-073-00 

METAL 

GLAZE 

10K 

51 

1/10W 

R510 

1-216-679-11 

METAL CHIP 

15K 

0.50% 

1/10W 

R243 

1-216-053-00 

METAL 

GLAZE 

1.5K 

51 

1/10W 

R511 

1-216-668-11 

METAL CHIP 

5.IK 

0.50% 

1 /10W 








R512 

1-249-405-11 

CARBON 

100 

51 

1/4 W F 

R245 

1-216-049-00 

METAL 

GLAZE 

IK 

51 

1 /10W 

R513 

1-216-081-00 

METAL GLAZE 

22K 

51 

1 /10W 

R248 

1-216-061-00 

METAL 

GLAZE 

3.3K 

51 

1 /10W 







R302 

1-216-037-00 

METAL 

GLAZE 

330 

51 

1/10W 

R514 

1-216-105-00 

METAL GLAZE 

220K 

51 

1 /10W 

R307 

1-216-037-00 

METAL 

GLAZE 

330 

51 

1/10W 

R515 

1-216-043-00 

METAL GLAZE 

560 

51 

1 /10W 

R312 

1-216-037-00 

METAL 

GLAZE 

330 

51 

1 /10W 

R516 

1-216-055-00 

METAL GLAZE 

1.8K 

51 

1 /10W 








R517 

1-216-660-11 

METAL CHIP 

2.4K 

0.50% 

1 /10W 

R318 

1-216-025-00 

METAL 

GLAZE 

100 

51 

1/10W 

R518 

1-216-647-11 

METAL CHIP 

680 

0.50% 1/10W 

R328 

1-216-121-00 

METAL GLAZE 

1M 

51 

1 /10W 







R329 

1-216-109-00 

“METAL GLAZE 

330K 

51 

1 /10W 

R519 

1-216-668-11 

METAL CHIP 

5. IK 

0.50% 1/10W 

R330 

1-216-051-00 

METAL GLAZE 

1.2K 

51 

1/10W 

R520 

1-249-421-11 

CARBON 

2.2K 

51 

1/4W F 

R331 

1-216-077-00 

METAL 

GLAZE 

15K 

51 

1 /10W 

R521 

1-216-212-00 

METAL GLAZE 

3.9K 

51 

1 /8W 








R522 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1 /10W 

R332 

1-216-081-00 

METAL 

GLAZE 

22K 

51 

1/10W 

R523 

1-216-073-00 

METAL GLAZE 

10K 

51 

1 /10W 

R334 

1-216-748-11 

METAL 

GLAZE 

39K 

51 

1 /10W 







R335 

1-216-073-00 

METAL 

GLAZE 

10K 

51 

1 /10W 

R524 

1-216-051-00 

METAL GLAZE 

1.2K 

51 

1 /10W 

R336 

1-216-043-00 

METAL 

GLAZE 

560 

51 

1 /10W 

R526 

1-216-073-00 

METAL GLAZE 

10K 

51 

1 /10W 

R337 

1-216-051-00 

METAL 

GLAZE 

1.2K 

51 

1 /10W 

R528 

1-216-041-00 

METAL GLAZE 

470 

51 

1 /10W 







BR529 A 


METAL 



1 /6W 

R338 

1-216-081-00 

METAL 

GLAZE 

22K 

51 

1 /10W 

3R530 & 


METAL : 



1 /6W 

R339 

1-216-081-00 

METAL 

GLAZE 

22K 

51 

1/10W 







R340 

1-216-069-00 

METAL 

GLAZE 

6 .8K 

51 

1 /10W 

R531 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1 /10W 

R341 

1-216-043-00 

METAL 

GLAZE 

560 

51 

1/10W 

R532 

1-216-095-00 

METAL GLAZE 

82K 

51 

1 /10W 

R342 

1-216-049-00 

METAL 

GLAZE 

IK 

51 

1 /10W 

R533 

1-216-077-00 

METAL GLAZE 

15K 

51 

1 /10W 








R534 

1-216-081-00 

METAL GLAZE 

22K 

51 

1 /10W 

R343 

1-216-077-00 

METAL 

GLAZE 

15K 

51 

1 /10W 







R344 

1-216-065-00 

METAL 

GLAZE 

4.7K 

51 

1 /10W 







R345 

1-216-073-00 

METAL 

GLAZE 

10K 

51 

1 /10W 


VARIABLE RESIST0R> 



R346 

1-216-748-11 

METAL 

GLAZE 

39K 

51 

1/10W 







R351 

1-216-085-00 

METAL 

GLAZE 

33K 

51 

1 /10W 

RV201 

1-226-703-11 

RES. ADJ. METAL GLAZE 10K 









RV301 

1-230-496-11 

RES. ADJ. CARBON 10K 


R352 

1-216-081-00 

METAL 

GLAZE 

22K 

51 

1 /10W 

RV302 

1-230-496-11 

RES. ADJ. CARBON 10K 


R353 

1-216-065-00 

METAL 

GLAZE 

4.7K 

51 

1/10W 

RV303 

1-230-496-11 

RES. ADJ, CARBON 10K 


R354 

1-216-049-00 

METAL 

GLAZE 

IK 

51 

1/10W 

RV304 

1-230-496-11 

RES. ADJ. CARBON 10K 


R355 

1-216-041-00 

METAL 

GLAZE 

470 

51 

1/10W 







R401 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 

RV305 

1-226-703-11 

RES. ADJ. METAL GLAZE 10K 









RV306 

1-230-498-11 

RES, ADJ. CARBON 47K 


R402 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 







R403 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 







R404 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1/8W 


<TRANSF0RMER> 




R405 

1-216-295-00 

METAL GLAZE 

0 

51 

1 /10W 







R406 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 

T201 

1-404-744-11 

COIL. IF 











T202 

1-404-744-11 

COIL. IF 




R407 

1-216-295-00 

METAL GLAZE 

0 

51 

1 /10W 







R408 

1-216-295-00 

METAL 

GLAZE 

0 

51 

1 /10W 







R409 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 


<TUNER> 




R410 

1-216-295-00 

METAL 

GLAZE 

0 

51 

1 /10W 







R411 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 

TU101&1-463-813-21 

TONER UNIT 

(BT-838CS) 


R412 

1-216-296-00 

METAL GLAZE 

0 

51 

1 /8W 







R413 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 


<CRYSTAL> 




R414 

1-216-295-00 

METAL GLAZE 

0 

51 

1 /10W 







R415 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 

X301 

1-567-505-61 

OSCILLATOR. 

CRYSTAL 



R416 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1/8W 

X501 

1-577-155-11 

VIBLATOR. CERAMIC 



R417 

1-216-295-00 

METAL 

GLAZE 

0 

51 

1/10W 

************************************************************* 

R418 

1-216-295-00 

METAL GLAZE 

0 

51 

1/10W 







R419 

1-216-296-00 

METAL 

GLAZE 

0 

51 

1 /8W 

*1-626-667-11 

M BOARD 




R420 

1-216-295-00 

METAL 

GLAZE 

0 

51 

1 /10W 



******* 
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KVX-370 


REF.NO. PART NO. DESCRIPTION' 


REMARK 


REF.NO. PART NO. 



<DIODE> 


D901 

8-719-100-03 

DIODE 1S2835 



D902 

8-719-100-03 

DIODE 1S2835 




D903 

8-719-100-03 

DIODE 1S2835 



D904 

8-719-100-03 

DIODE 1S2835 




D905 

8-719-100-03 

DIODE 1S2835 




D906 

8-719-100-03 

DIODE 1S2835 



D907 

8-719-100-03 

DIODE 1S2835 





<RESISTOR> 





R901 

1-216-296-00 

METAL GLAZE 

0 

52 

1/8W 

R902 

1-216-296-00 

METAL GLAZE 

0 

52 

1/8W 

R903 

1-216-296-00 

METAL GLAZE 

0 

52 

1/8W 

R904 

1-216-296-00 

METAL GLAZE 

0 

52 

1/8W 


<SWITCH> 





SW901 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW902 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW903 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW904 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW905 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW906 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW907 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW908 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW909 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW910 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW912 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW914 

1-571-524-11 

SWITCH, 

KEY 

BOARD 



SW915 

1-570-833-11 

SWITCH, 

SLIDE 



SW916 

1-570-833-11 

SWITCH, 

SLIDE 



SW917 

1-571-524-11 

SWITCH, 

KEY 

BOARD 




************************************************************* 


<NEON LAMP> 

NL701 1-519-294-00 LAMP, NEON 
<TRANSISTOR> 

Q701 8-729-117-07 TRANSISTOR 2SC3999-L 


<RESISTOR> 


R701 

1-249-380-11 

CARBON 

0.82 

52 

1/4W 

F 

R702 

1-216-436-00 

METAL OXIDE 

3.9K 

52 

1W 

F 

R703 

1-216-049-00 

METAL GLAZE 

IK 

52 

1/10W 


R704 

1-247-700-11 

CARBON 

100 

52 

1/4W 


R705 

1-216-089-00 

METAL GLAZE 

47K 

52 

1/10W 


R706 

1-247-700-11 

SOLID 

100 

102 

1/4W 



<SPARK GAP> 

SG702 1-519-422-11 GAP, SPARK 

************************************************************* 

*1-628-606-11 D4 BOARD 
******** 


<CAPACITOR> 

C691 1-136-745-11 FILM 0.47MF 52 50V 

C692 1-163-833-00 CERAMIC CHIP 0.068MF 25V 


<IC> 

IC691 8-759-945-51 IC PQ09R04S 
IC692 8-759-820-92 IC LA7835 


A-1330-882-A C BOARD, COMPLETE 
***************** 

1-526-736-00 SOCKET, PICTURE TUBE 


<RESISTOR> 

R691 1-216-041-00 METAL GLAZE 470 52 1/10W 

************************************************************* 


<CONNECTOR> 


A-1345-782-A D1 BOARD, COMPLETE 


C2 *1-508-784-00 PIN, CONNECTOR (5MM PITCH) IP 
C5 *1-508-784-00 PIN. CONNECTOR (5MM PITCH) IP 


^CAPACITOR> 


*1-508-784-00 

*1-563-691-11 

*1-506-468-11 

*1-506-470-11 

*1-506-470-11 


****************** 

PIN, CONNECTOR (5MM PITCH) IP 
CONNECTOR, BOARD TO BOARD 18P 
PIN, CONNECTOR 3P 
PIN, CONNECTOR 5P 
PIN, CONNECTOR 5P 


C701 

1-126-153-11 

ELECT 

22MF 

202 

6.3V 







C702 

1-102-244-00 

CERAMIC 

220PF 

102 

500V 


*1-564-014-51 

PIN, CONNECTOR 4P 



C703 

1-124-667-11 

ELECT 

10MF 

202 

100V 


*1-506-488-11 

PIN, CONNECTOR 9P 



C705 

1-164-183-11 

CERAMIC 

330PF 

102 

3KV 


*4-391-306-01 

CASE (UPPER), SHIELD, 

SRT 


C706 

1-162-318-11 

CERAMIC 

0.00IMF 

102 

500V 


*4-391-307-01 

CASE (LOWER), SHIELD, 

SRT 



<DIODE> 





<CAPACITOR> 




D701 

8-719-105-82 

DIODE RD5 

.1M-B2 



C1501 

1-163-038-00 

CERAMIC 

CHIP 0.IMF 


25V 







C1502 

1-126-541-11 

ELECT 

330MF 

202 

25V 







C1503 

1-163-015-00 

CERAMIC 

CHIP 0.0033MF 

102 

50V 


<COIL> 




C1504 

1-163-077-00 

CERAMIC 

CHIP 0.IMF 

102 

25V 







C1505 

1-163-037-11 

CERAMIC 

CHIP 0.022MF 

102 

25V 

L701 

1-408-977-21 

INDUCTOR 

39UH 









L702 

1-408-964-11 

INDUCTOR 

3.3UH 



C1506 

1-163-015-00 

CERAMIC 

CHIP 0.0033MF 

102 

50V 

L703 

1-412-076-11 

INDUCTOR 

CHIP OUH 



C1507 

1-163-117-00 

CERAMIC 

CHIP 100PF 

52 

50V 







C1508 

1-163-038-00 

CERAMIC 

CHIP 0.IMF 


25V 
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KVX-370 



• The components identified by 0 in this manual 
have been carefully factory-selected for each set in 
order to satisfy regulations regarding X-ray radiation. 
Should replacement be required, replace only with 
the value originally used. 


The components identified by 
shading and mark ^ are criti¬ 
cal for safety. 

Replace only with part number | 
specified. 


REF.NO. 

PART NO. 

DESCRIPTION 



REMARK 

REF.NO. 

PART NO. 

DESCRIPTION 



C1509 

1-163-009-11 

CERAMIC CHIP 

0.001MF 

102 

50V 

IC1504 8-759-945-50 

1C PQ05R04S 




Cl 510 

1-136-745-11 

FILM 

0.47MF 

52 

50V 







Cl 511 

1-126-233-11 

ELECT 

22MF 

202 

50V 







C1512 

1-163-101-00 

CERAMIC CHIP 

22PF 

52 

50V 


<T RANSIST0R> 




C1513 

1-126-437-71 

ELECT 

47MF 

202 

16V 













Q1501 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



C1514 

1-126-433-71 

ELECT 

10MF 

202 

16V 

Q1503 

8-729-103-43 

TRANSISTOR 

2SB734-3 



C1515 

1-163-015-00 

CERAMIC CHIP 

0.0033MF 

102 

50V 

Q1504 

8-729-112-53 

TRANSISTOR 

2SC2885- 



C1516 

1-163-033-00 

CERAMIC CHIP 

0.022MF 


50V 

Q1505 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



C1517 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

Q1506 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C1518 

1-126-373-11 

ELECT 

470MF 

202 

10V 













Q1507 

8-729-199-92 

TRANSISTOR 

2SD999 



C1519 

1-106-361-00 

MYLAR 

0.0056MF 

52 

200V 

Q1509 

8-729-100-75 

TRANSISTOR 

2SA812 



C1520 

1-136-746-11 

FILM 

IMF 

52 ' 

50V 

Q1510 

8-729-820-36 

TRANSISTOR 

2SK686 



C1521 

1-163-077-00 

CERAMIC CHIP 

0. IMF 

102 

25V 

Q1512 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C1522 

1-163-009-11 

CERAMIC CHIP 

0.00 IMF 

102 

50V 

Q1513 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



C1525 

1-163-077-00 

CERAMIC CHIP 

0. IMF 


50V 













Q1514 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C1526 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

Q1515 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C1527 

1-126-433-71 

ELECT 

10MF 

202 

16V 

Q1516 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C1528 

1-164-161-11 

CERAMIC CHIP 

0.0022MF 

102 

50V 

Q1517 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



C1529 

1-126-449-71 

ELECT 

10MF 

202 

35V 







C1530 

1-126-376-11 

ELECT 

470MF 

202 

25V 












, 


<RESIST0R> 




C1531 

1-124-442-00 

ELECT 

330MF 

202 

6.3V, 







C1532 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

R1501 

1-216-061-00 

METAL GLAZE 

3.3K 

52 

1 /IOW 

C1533 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

R1502 

1-216-081-00 

METAL GLAZE 

22K 

52 

1 /10W 

C1534 

1-126-535-11 

ELECT 

0.47MF 

202 

50V 

R1503 

1-216-117-00 

METAL GLAZE 

680K 

52 

1/IOW 

C1536 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

R1504 

1-216-049-00 

METAL GLAZE 

IK 

52 

1/IOW 







R1505 

1-216-097-00 

METAL GLAZE 

100K 

52 

1/10W 

C1537 

1-164-161-11 

CERAMIC CHIP 

0.0022MF 

102 

50V 







C1538 

1-164-161-11 

CERAMIC CHIP 

0.0022MF 

102 

50V 

R1506 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

C1539 

1-163-081-00 

CERAMIC CHIP 

0.22MF 


25V 

R1507 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

CI540 

1-163-077-00 

CERAMIC CHIP 

0. IMF 

102 

25V 

R1508 

1-216-067-00 

METAL GLAZE 

5.6K 

52 

1/IOW 

C1541 

1-163-077-00 

CERAMIC CHIP 

0. IMF 

102 

25V 

R1510 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 







R1511 

1-216-077-00 

METAL GLAZE 

15K 

52 

1/IOW 

C1542 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 







C1543 

1-126-160-11 

ELECT 

IMF 

202 

50V 

R1512 

1-216-057-00 

METAL GLAZE 

2.2K 

52 

1/IOW 

C1544 

1-163-038-00 

CERAMIC CHIP 

0. IMF 


25V 

R1513 

1-216-075-00 

METAL GLAZE 

12K 

52 

1/IOW 

C1545 

1-126-532-11 

ELECT 

470MF 

202 

25V 

R1514 

1-216-081-00 

METAL GLAZE 

22K 

52 

1/IOW 

C1546 

1-123-357-00 

ELECT 

22MF 

202 

50V 

R1515 

1-216-041-00 

METAL GLAZE 

470 

52 

1/IOW 







R1517 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

C1547 

1-163-021-00 

CERAMIC CHIP 

0.01MF 

102 

50V 







C1548 

1-163-021-00 

CERAMIC CHIP 

0.01MF 

102 

50V 

R1518 

1-216-067-00 

METAL GLAZE 

5.6K 

52 

1/IOW 

C1550 

1-126-535-11 

ELECT 

0.47MF 

202 

50V 

R1519 

1-216-069-00 

METAL GLAZE 

6 .8K 

52 

1/IOW 







R1521 

1-216-053-00 

METAL GLAZE 

1.5K 

52 

1/IOW 







R1525 

1-216-057-00 

METAL GLAZE 

2.2K 

52 

1/IOW 


<DI0DE> 




R1526 

1-216-081-00 

METAL GLAZE 

22K 

52 

1/IOW 

D1501 

8-719-100-05 

DIODE 1S2837 




R1527 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

D1502 

8-719-900-95 

DIODE V09G 




R1528 

1-216-005-00 

METAL GLAZE 

15 

52 

1/IOW 

D1503 

8-719-100-05 

DIODE 1S2837 




R1529 

1-216-057-00 

METAL GLAZE 

2.2K 

52 

1/IOW 

D1506 

8-719-100-05 

DIODE 1S2837 




R1530 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

D1508 

8-719-908-06 

DIODE ERA81-004 



R1531 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

D1509 

8-719-911-55 

DIODE U05G 




R1532 

1-216-025-00 

METAL GLAZE 

100 

52 

1/IOW 

D1510 

8-719-908-06 

DIODE ERA81-004 



R1533 

1-216-025-00 

METAL GLAZE 

100 

52 

1/IOW 

D1512 

8-719-110-83 

DIODE RD36ES-B1 



R1534 

1-216-695-11 

METAL CHIP 

68 K 

0.502 

1/IOW 

D1513 

8-719-908-06 

DIODE ERA81- 

304 



R1535 

1-216-667-11 

METAL CHIP 

4.7K 

0.502 1/10W 

D1514 

8-719-911-55 

DIODE U05G 




R1536 

1-216-097-00 

METAL GLAZE 

100K 

52 

1/IOW 

Di5im 

8-719-302-435: 

DIODE EL1Z 




R1538 

1-216-025-00 

METAL GLAZE 

100 

52 

1/IOW 

D1519 

8-719-100-05 

DIODE 1S2837 




R1539 

1-216-025-00 

METAL GLAZE 

100 

52 

1/IOW 







R1540 

1-216-041-00 

METAL GLAZE 

470 

52 

1/IOW 







R1541 

1-216-049-00 

METAL GLAZE 

IK 

52 

1/IOW 


<C0IL> 




R1542 

1-216-101-00 

METAL GLAZE 

150K 

52 

1/IOW 

FBI501 

1-543-060-00 

CORE 




BR1543& 

METAL GLAZE 



l/row, 

FB1502 

1-410-396-41 

FERRITE BEAD 

INDUCTOR 



R1544 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 







R1545 

1-216-091-00 

METAL GLAZE 

56K 

52 

1/IOW 







R1546 

1-216-025-00 

METAL GLAZE 

100 

52 

1/IOW 


<IC> 





R1547 

1-216-071-00 

METAL GLAZE 

8.2K 

52 

1/IOW 

IC1501 

8-759-600-26 

1C CX22011 




R1548 

1-216-083-00 

METAL GLAZE 

27K 

52 

1/IOW 

IC1502 

8-759-103-09 

IC UPC4082G2 




R1549 

1-216-073-00 

METAL GLAZE 

10K 

52 

1/IOW 

I Cl 503 

8-759-103-96 

IC UPC4558G2 




R1550 

1-216-097-00 

METAL GLAZE 

100K 

52 

1/IOW 
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<VARIABLE RESISTOR> 




<COIL> 


i 

i 

RV1501 

1-226-771-11 

RES, ADJ, METAL GLAZE 

IK 


FB601 

1-410-396-41 

FERRITE BEAD INDUCTOR 

i 

! 


*3-662-075-00 

COVER, CONTROL; RV1501 


FB602 

1-410-396-41 

FERRITE BEAD INDUCTOR 

,| 

RV1502 

1-238-358-11 

RES, ADJ, METAL GLAZE 

20M 


L601 

1-459-215-00 

COIL (WITH CORE) 




<TRANSF0RMER> 




<TRANSISTOR> 


i 

T150IA. 1-439-438-11 

TRANSFORMER ASSY, FLYBACK 


Q601 

8-729-271-22 

TRANSISTOR 2SC2712Y 



T150211-449-418-11 

TRANSFORMER 



m 2 

8-729-271-22 

TRANSISTOR 2SC2712Y 









Q603 

8-729-271-22 

TRANSISTOR 2SC2712Y 



************************************************************* 

Q604 

8-729-216-21 

TRANSISTOR 2SA1162Y 









Q605 

8-729-103-43 

TRANSISTOR 2SB734-3 




A-1345-783-A 

D2 BOARD, COMPLETE 










****************** 



Q606 

8-729-177-42 

TRANSISTOR 2SD774-3 









Q607 

8-729-100-66 

TRANSISTOR 2SC1623 




*1-508-784-00 

PIN, CONNECTOR (5MM PITCH) IP 


Q608 

8-729-271-22 

TRANSISTOR 2SC2712Y 




*1-566-059-11 

PIN, CONNECTOR 7P 



Q609 

8-729-271-22 

TRANSISTOR 2SC2712Y 


i 


*1-566-264-11 

CONNECTOR, BOARD TO BOARD 18P 


Q610 

8-729-271-22 

TRANSISTOR 2SC2712Y 









Q611 

8-729-216-21 

TRANSISTOR 2SA1162Y 


1 


<CAPACIT0R> 




Q612 

8-729-271-22 

TRANSISTOR 2SC2712Y 


i 







Q613 

8-729-820-35 

TRANSISTOR 2SK925 


i 

i 

C601 

1-163-081-00 

CERAMIC 

CHIP 0.22MF 


25V 

Q615 

8-729-820-35 

TRANSISTOR 2SK925 



C602 

1-163-081-00 

CERAMIC 

CHIP 0.22MF 


25V 

Q616 

8-729-199-92 

TRANSISTOR 2SD999 



C604 

1-126-335-11 

ELECT 

220MF 

20% 

6.3V 






C605 

1-163-141-00 

CERAMIC 

CHIP 0.001MF 

5% 

50V 

Q617 

8-729-103-52 

TRANSISTOR 2SC1654 



C607 

1-126-439-71 

ELECT 

4.7MF 

20% 

25V 

Q618 

8-729-201-35 

TRANSISTOR 2SA1255Y 









Q619 

8-729-103-52 

TRANSISTOR 2SC1654 



C608 

1-126-335-11 

ELECT 

220MF 

20% 

6.3V 

Q620 

8-729-201-35 

TRANSISTOR 2SA1255Y 



C609 

1-163-021-00 

CERAMIC 

CHIP 0.01MF 

10% 

50V 

Q621 

8-729-103-52 

TRANSISTOR 2SC1654 



C610 

1-163-117-00 

CERAMIC 

CHIP 100PF 

5% 

50V 






C611 

1-126-160-11 

ELECT 

IMF 

20% 

50V 

Q622 

8-729-271-22 

TRANSISTOR 2SC2712Y 



C612 

1-163-081-00 

CERAMIC 

CHIP 0.22MF 


25V 

Q623 

8-729-216-21 

TRANSISTOR 2SA1162Y 









Q624 

8-729-216-21 

TRANSISTOR 2SA1162Y 



C613 

1-163-033-00 

CERAMIC 

CHIP 0.022MF 


50V 

Q625 

8-729-216-21 

TRANSISTOR 2SA1162Y 



C614 

1-126-157-11 

ELECT 

10MF 

20% 

16V 

Q626 

8-729-271-22 

TRANSISTOR 2SC2712Y 



C615 

1-126-157-11 

ELECT 

10MF 

20% 

16V 






C616 

1-124-120-11 

ELECT 

220MF 

20% 

25V 

Q627 

8-729-271-22 

TRANSISTOR 2SC2712Y 



C617 

1-163-081-00 

CERAMIC 

CHIP 0.22MF 


25V 






C618 

M63-137-00 

CERAMIC 

CHIP 680PF 

5% 

50V 


<RESISTOR> 



C619 

1-106-381-12 

MYLAR 

0.039MF 

5% 

200V 






C620 

1-106-218-00 

MYLAR 

0.082MF 

5% 

100V 

R601 

1-216-043-00 

METAL GLAZE 560 

5% 

1/10W 

C621 

1-136-742-11 

FILM 

0. IMF 

5% 

50V 

R602 

1-216-041-00 

METAL GLAZE 470 

5% 

1/10W 

C622 

1-136-740-11 

FILM 

0.033MF 

5% 

50V 

R603 

1-216-037-00 

METAL GLAZE 330 

5% 

1/10W 







R604 

1-216-085-00 

METAL GLAZE 33K 

5% 

1/10W 

C623 

1-136-744-11 

FILM 

0.22MF 

5% 

50V 

R605 

1-216-073-00 

METAL GLAZE 10K 

5% 

1/10W 

C624 

1-102-244-00 

CERAMIC 

220PF 

10% 

500V 






C625 

1-163-021-00 

CERAMIC 

CHIP 0.01MF 

10% 

50V 

R606 

1-216-073-00 

METAL GLAZE 10K 

5% 

1/10W 

C626 

1-136-747-11 

FILM 

2.2MF 

5% 

50V 

R607 

1-216-065-00 

METAL GLAZE 4.7K 

5% 

1/10W 

C627 

1-126-433-71 

ELECT 

10MF 

20% 

16V 

R608 

1-216-051-00 

METAL GLAZE 1.2K 

5% 

1/10W 







R609 

1-216-001-00 

METAL GLAZE 10 

5% 

1/10W 

C628 

1-126-542-11 

ELECT 

4.7MF 

20% 

160V 

R610 

1-216-073-00 

METAL GLAZE 10K 

5% 

1/10W 

C629 

1-136-748-11 

FILM 

3.3MF 

5% 

50V 






C630 

1-162-318-11 

CERAMIC 

0.001MF 

10% 

500V 

R611 

1-216-049-00 

METAL GLAZE IK 

5% 

1/10W 

i 
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REF.NO. 

PART NO. 

DESCRIPTION 



REMARK 

REF.NO 

PART NO. 

DESCRIPTION 




REMARK 

R612 

1-216-049-00 

METAL GLAZE 

IK 

5 1 

1/10W 

C671 

1-124-478-11 

ELECT 

100MF 


20 1 

25V 

R613 

1-216-033-00 

METAL GLAZE 

220 

5 1 

1/10W 

C672 

1-124-480-11 

ELECT 

470MF 


20 1 

25V 

R614 

1-216-037-00 

METAL GLAZE 

330 

5 1 

1/10W 

C673 

1-124-478-11 

ELECT 

100MF 


20 X 

25V 

R615 

1-216-033-00 

METAL GLAZE 

220 

5 X 

1/10W 

C674 

1-124-478-11 

ELECT 

100MF 


20 X 

25V 

R618 

1-216-049-00 

METAL GLAZE 

IK 

5 X 

1/10W 

C675 

1-124-480-11 

ELECT 

470MF 


201 

25V 

R619 

1-216-073-00 

METAL GLAZE 

10K 

5 1 

1/10W 

C676 

1-124-478-11 

ELECT 

100MF 


20 1 

25V 

R620 

1-216-055-00 

METAL GLAZE 

1.8K 

5 1 

1/10W 

C677 

1-126-157-11 

ELECT 

10MF 


20 X 

16V 

R622 

1-216-073-00 

METAL GLAZE 

10K 

5 1 

1/10W 

C678 

1-124-563-11 

ELECT 

2200MF 


20X 

25V 

R623 

1-216-067-00 

METAL GLAZE 

5.6K 

51 

1/10W 

C679 

1-163-038-00 

CERAMIC CHIP 0.IMF 



25V 

R626 

1-216-065-00 

METAL GLAZE 

4.7K 

51 

1/10W 








R627 

1-216-049-00 

METAL GLAZE 

IK 

51 

1/10W 


<DIODE> 





R629 

1-216-061-00 

METAL GLAZE 

3.3K 

51 

1/10W 








R630 

1-216-085-00 

METAL GLAZE 

33K 

51 

1/10W 

D671 

8-719-911-55 

DIODE U05G 





R631 

1-216-073-00 

METAL GLAZE 

10K 

51 

1/10W 








R632 

1-216-061-00 

METAL GLAZE 

3.3K 

51 

1/10W 















<TRANSISTOR> 





R633 

1-216-025-00 

METAL GLAZE 

100 

51 

1/10W 








R635 

1-216-073-00 

METAL GLAZE 

10K 

51 

1/10W 

Q671 

8-729-271-22 

TRANSISTOR 2SC2712Y 




R636 

1-216-073-00 

METAL GLAZE 

10K 

51 

1/10W 

Q672 

8-729-177-42 

TRANSISTOR 2SD774-3 




R637 

1-216-107-00 

METAL GLAZE 

270K 

51 

1/10W 








R638 

1-202-735-00 

SOLID 

22M 

M 

1/2W 















<RESISTOR> 





R639 

1-216-053-00 

METAL GLAZE 

1.5K 

51 

1/10W 








R640 

1-247-713-11 

CARBON 

IK 

51 

1/4W F 

R671 

1-216-097-00 

METAL GLAZE 

100K 

51 

1/10W 


R641 

1-249-405-11 

CARBON 

100 

5 X 

1/4W F 

R672 

1-216-093-00 

METAL GLAZE 

68 K 

51 

1/10W 


R642 

1-216-069-00 

METAL GLAZE 

6 .8K 

51 

1/10W 

R673 

1-216-033-00 

METAL GLAZE 

220 

51 

1/10W 


R643 

1-216-055-00 

METAL GLAZE 

1.8K 

51 

1/10W 

R674 

1-216-097-00 

METAL GLAZE 

100K 

51 

1/10W 








R675 

1-216-198-00 

METAL GLAZE 

IK 

51 

1/8W 


R644 

1-216-057-00 

METAL GLAZE 

2.2K 

51 

1/10W 








R645 

1-216-075-00 

METAL GLAZE 

12K 

51 

1/10W 

R676 

1-216-103-00 

METAL GLAZE 

180K 

51 

1/10W 


R646 

1-216-073-00 

METAL GLAZE 

10K . 

51 

1/10W 

R677 

1-216-049-00 

METAL GLAZE 

IK 

51 

1/10W 

; 

R647 

1-216-107-00 

METAL GLAZE 

270K 

51 

1/10W 

R678 

1-216-015-00 

METAL GLAZE 

39 

51 

1 /10W 


R648 

1-216-113-00 

METAL GLAZE 

470K 

51 

1/10W 

R679 

1-216-029-00 

METAL GLAZE 

150 

51 

1/10W 








R680 

1-216-349-00 

METAL OXIDE 

1 

51 

1W 

F 

R649 

1-216-041-00 

METAL GLAZE 

470 

51 

1/10W 








R650 

1-216-075-00 

METAL GLAZE 

12K 

51 

1/10W 

R681 

1-216-212-00 

METAL GLAZE 

3.9K 

51 

1/8W 


R651 

1-216-095-00 

METAL GLAZE 

82K 

51 

1/10W 







j 

R652 

1-202-824-00 

SOLID 

3.3K 

m 

1/2W 







| 

R653 

1-216-061-00 

METAL GLAZE 

3.3K 

51 

1/10W 


VARIABLE RESISTOR> 



[ 

R654 

1-216-107-00 

METAL GLAZE 

270K 

51 

1/10W 

RV681 

1-226-774-00 

RES, ADJ, METAL GLAZE 47K 

! 

R655 

1-216-061-00 

METAL GLAZE 

3.3K 

51 

1/10W 







J 

R657 

1-216-089-00 

METAL GLAZE 

47K 

51 

1/10W 

************************************************************* ! 

R659 

1-249-377-11 

CARBON 

0.47 

51 

1/4W F 








R660 

1-249-377-11 

CARBON 

0.47 

51 

1/4W F 


*A-1371-415-A 

J BOARD, COMPLETE 












***************** 




R661 

1-249-377-11 

CARBON 

0.47 

51 

1/4W F 









*1-506-484-11 PIN, CONNECTOR 5P 


VARIABLE RES I STOR> 

RV601 1-226-702-00 RES, ADJ, METAL GLAZE 2.2K 
RV602 1-226-703-11 RES, ADJ, METAL GLAZE 10K 
RV603 1-226-776-11 RES, ADJ, METAL GLAZE 220K 


<CAPACITOR> 

C251 1-163-081-00 CERAMIC CHIP 0.22MF 25V 

C252 1-164-161-11 CERAMIC CHIP 0.0022MF 10* 50V 


<TRANSFORMER> 


<JACK> 


T601 ^1-424-134-11 TRANSFORMER, LINE OUTPUT 
************************************************************* 

A-1345-784-A D3 BOARD, COMPLETE 
****************** 

*1-508-784-00 PIN, CONNECTOR (5MM PITCH) IP 
*1-506-467-11 PIN, CONNECTOR 2P 
*1-506-467-11 PIN, CONNECTOR 2P 
*1-506-472-11 PIN, CONNECTOR 7P 
*1-506-477-11 PIN, CONNECTOR 12P 


J101 1-563-760-11 JACK, MINIATUER (DIA. 3.5) 

J103 *1-556-835-21 CABLE, PIN (M’T TYPE) 

J201 *1-526-575-00 SOCKET, PLUG IP 

J202 1-565-795-11 JACK, PIN (PC BOARD) 


<RESISTOR> 

R251 1-216-097-00 METAL GLAZE 100K 5* 1/10W 
R252 1-216-023-00 METAL GLAZE 82 5 l 1/10W 
R253 1-216-049-00 METAL GLAZE IK 5 l 1/10W 




<CAPACITOR> 


<SWITCH> 

SW201 1-570-756-21 SWITCH, SLIDE 
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KVX 370 



REF.NO 

PART NO. 

DESCRIPTION 


REMARK 

REF.NO. 

PART NO. 

DESCRIPTION 


REMARK i 






C063 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 1 


C064 

1-163-009-11 

CERAMIC CHIP 0.001MF 

10 % 

50V 1 


A-1375-076-A 

H BOARD, COMPLETE 



C065 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V j 



***************** 



C066 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V i 






C067 

1-163-009-11 

CERAMIC CHIP 0.001MF 

m 

50V j 


*1-506-490-21 

PIN. CONNECTOR IIP 



C068 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V j 


*1-566-256-11 

CONNECTOR, BOARD TO 

IOARD 10P 


C069 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V S 


*1-566-266-11 

CONNECTOR, BOARD TO 

30ARD 20P 












C070 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C071 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V I 


<CAPACITOR> 



C072 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C073 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V j 

C001 

1-163-129-00 

CERAMIC CHIP 330PF 

51 

50V 

C074 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C002 

1-136-744-11 

FILM 0.22MF 

51 

50V 






C003 

1-163-133-00 

CERAMIC CHIP 470PF 

10 % 

50V 

C075 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C004 

1-163-035-00 

CERAMIC CHIP 0.047MF 


50V 

C076 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C005 

1-163-105-00 

CERAMIC CHIP 33PF 

51 

50V 

C077 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C078 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V j 

C006 

1-163-105-00 

CERAMIC CHIP 33PF 

51 

50V 

C080 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V I 

C007 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 






C008 

1-163-021-00 

CERAMIC CHIP 0.01MF 

10 % 

50V 

C082 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C009 

1-163-101-00 

CERAMIC CHIP 22PF 

51 

50V 

C083 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V | 

C010 

1-125-486-11 

ELECT 220MF 


5.5V 

C084 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C085 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C011 

1-163-009-11 

CERAMIC CHIP 0.001MF 

10 % 

50V 

C086 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C012 

1-163-021-00 

CERAMIC CHIP 0.01MF 

m 

50V 






C013 

1-163-021-00 

CERAMIC CHIP 0.01MF 

10 % 

50V 

C087 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C014 

1-163-115-00 

CERAMIC CHIP 82PF 

51 

50V 

C088 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C015 

1-163-109-00 

CERAMIC CHIP 47PF 

51 

50V 

C089 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C090 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C016 

1-163-109-00 

CERAMIC CHIP 47PF 

51 

50V 

C091 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C017 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 






C018 

1-126-096-11 

ELECT 10MF 

20 1 

25V 

C092 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V I 

C019 

1-163-109-00 

CERAMIC CHIP 47PF 

51 

50V 

C093 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V j 

C020 

1-163-117-00 

CERAMIC CHIP 100PF 

51 

50V 

C094 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C095 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

C021 

1-124-465-00 

ELECT 0.47MF 

20 X 

50V 






C022 

1-163-035-00 

CERAMIC CHIP 0.047MF 


50V 






C023 

1-124-257-00 

ELECT 2.2MF 

CvJ 

o 

50V 


<TR1MMER> 



C024 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 






C025 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

CT001 

1-141-311-11 

CAP, VAR, TRIMMER (CHIP) 



C026 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 






C027 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 


<DIODE> 



C028 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 






C029 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 

D005 

8-719-105-46 

DIODE RD3.3M-B2 



C030 

1-163-141-00 

CERAMIC CHIP 0.001MF 

52 

50V 

D006 

8-719-100-03 

DIODE 1S2835 








D007 

8-719-100-05 

DIODE 1S2837 



C032 

1-163-093-00 

CERAMIC CHIP 10PF 

51 

50V 

D008 

8-719-100-05 

DIODE 1S2837 



C033 

1-163-109-00 

CERAMIC CHIP 47PF 

51 

50V 

D012 

8-719-100-05 

DIODE 1S2837 



C034 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 






C035 

1-126-157-11 

ELECT 10MF 

20 X 

16V 

DOB 

8-719-100-05 

DIODE 1S2837 



C036 

1-163-117-00 

CERAMIC CHIP 100PF 

51 

50V 

D014 

8-719-100-05 

DIODE 1S2837 








DOB 

8-719-100-05 

DIODE 1S2837 



C037 

1-136-740-11 

FILM 0.033MF 

51 

50V 

D016 

8-719-101-23 

DIODE 1SS123 



C038 

1-126-157-11 

ELECT 10MF 

20 X 

16V 

D017 

8-719-404-16 

DIODE MA713 



C040 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 






C041 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 

D018 

8-719-105-82 

DIODE RD5.1M-B2 



C042 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 

D019 

8-719-100-05 

DIODE 1S2837 



C043 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 






C045 

1-163-125-00 

CERAMIC CHIP 220PF 

ioz 

50V 


<IC> 




C046 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 






C047 

1-163-125-00 

CERAMIC CHIP 220PF 

ioz 

50V 

IC001 

8-759-630-90 

IC M50439-716FP 



C048 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

IC002 

8-752-321-18 

IC CXK1005M 








IC003 

8-759-140-57 

IC UPD4990AG 



C049 

1-163-125-00 

CERAMIC CHIP 220PF 

10 % 

50V 

IC004 

8-759-971-11 

IC PST529D 



C050 

1-163-125-00 

CERAMIC CHIP 220PF 

m 

50V 

IC005 

8-752-035-35 

IC CXA1267M 



C051 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 






C052 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 






C053 

1-163-038-00 

CERAMIC CHIP 0.IMF 


25V 


<COIL> 



C060 

1-163-125-00 

CERAMIC CHIP 220PF 

51 

50V 

L001 

1-408-970-21 

INDUCTOR 10UH 



C061 

1-163-125-00 

CERAMIC CHIP 220PF 

51 

50V 






C062 

1-163-125-00 

CERAMIC CHIP 220PF 

51 

50V 
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REF.NO. 

PART NO. 

DESCRIPTION 


REMARK 

REP.NO. 

PART NO. 

DESCRIPTION 





<TRANSISTOR> 




R040 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 








R041 

1-216-049-00 

METAL 

GLAZE 

IK 

5 X 

1 /10W 

QOOl 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R042 

1-216-043-00 

METAL 

GLAZE 

560 

52 

1 /10W 

Q002 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R043 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 

Q003 

8-729-216-21 

TRANSISTOR 

2SA1162Y 










Q004 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R044 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 

QOll 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R045 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 








R046 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1 /10W 

QO12 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R052 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

QO13 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R053 

1-216-065-00 

METAL 

GLAZE 

4.7K 

52 

1 /10W 

QOl 8 

8-729-271-22 

TRANSISTOR 

2SC2712Y 










Q019 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R054 

1-216-063-00 

METAL 

GLAZE 

3.9K 

52 

1 /10W 

Q020 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R055 

1-216-057-00 

METAL 

GLAZE 

2.2K 

52 

1 /10W 








R057 

1-216-085-00 

METAL 

GLAZE 

33K 

52 

1 /10W 

Q021 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R058 

1-216-085-00 

METAL 

GLAZE 

33K 

52 

1 /10W 

Q022 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R059 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 

Q023 

8-729-271-22 

TRANSISTOR 

2SC2712Y 










Q024 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R060 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 

Q025 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R061 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 








R063 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 

Q026 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R064 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /IOW 

Q027 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R065 

1-216-057-00 

METAL 

GLAZE 

2.2K 

52 

1 /10W 

Q028 

8-729-271-22 

TRANSISTOR 

2SC2712Y 










Q050 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R070 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

Q051 

8-729-216-21 

TRANSISTOR 

2SA1162Y 



R071 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 








R072 

1-216-045-00 

METAL 

GLAZE 

680 

52 

1/IOW 

Q052 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R073 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

Q053 

8-729-271-22 

TRANSISTOR 

2SC2712Y 



R076 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1/IOW 

Q054 

8-729-216-21 

TRANSISTOR 

2SA1162Y 

















R078 

1-216-057-00 

METAL 

GLAZE 

2.2K 

52 

1/IOW 








R079 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 


<RESISTOR> 





R081 

1-216-065-00 

METAL 

GLAZE 

4.7K 

52 

1/IOW 








R083 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1/IOW 

ROOl 

1-216-049-00 

METAL 

GLAZE 

IK 

5% 

1 /10W 

R089 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1/IOW 

R002 

1-216-049-00 

METAL 

GLAZE 

IK 

5% 

1 /10W 







R003 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R090 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1/IOW 

R005 

1-216-081-00 

METAL 

GLAZE 

22K 

5% 

1 /10W 

R091 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1/IOW 

R006 

1-216-075-00 

METAL 

GLAZE 

12K 

5% 

1 /10W 

R092 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 








R093 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R007 

1-216-073-00 

METAL 

GLAZE 

10K 

5% 

1 /10W 

R094 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R008 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1 /10W 








R009 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R095 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

ROIO 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R098 

1-216-071-00 

METAL 

GLAZE 

8.2K 

52 

1/IOW 

ROll 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R099 

1-216-077-00 

METAL 

GLAZE 

15K 

52 

1/IOW 








R100 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R012 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R101 

1-216-059-00 

METAL 

GLAZE 

2.7K 

52 

1/IOW 

R013 

1-216-101-00 

METAL 

GLAZE 

150K 

52 

1 /10W 








R014 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R104 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R015 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R105 

1-216-113-00 

METAL 

GLAZE 

470K 

52 

1/IOW 

R016 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R106 

1-216-121-00 

METAL 

GLAZE 

1M 

52 

1/IOW 








R107 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R017 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R108 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R018 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 








R019 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1 /10W 

R109 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R020 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1 /10W 

R110 

1-216-081-00 

METAL 

GLAZE 

22K 

52 

1/IOW 

R021 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1 /10W 

Rill 

1-216-081-00 

METAL 

GLAZE 

22K 

52 

1/IOW 








R112 

1-216-081-00 

METAL 

GLAZE 

22K 

52 

1/IOW 

R022 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1 /10W 

R120 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R023 

1-216-085-00 

METAL 

GLAZE 

33K 

52 

1 /10W 








R024 

1-216-085-00 

METAL 

GLAZE 

33K 

52 

1 /10W 

R121 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R025 

1-216-085-00 

METAL 

GLAZE 

33K 

52 

1 /10W 

R122 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R026 

1-216-085-00 

METAL 

GLAZE 

33K 

52 

1 /10W 

R123 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 








R124 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R027 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1 /10W 

R125 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R029 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1 /10W 








R030 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1 /10W 

R126 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R032 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1 /10W 

R127 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R033 

1-216-077-00 

METAL 

GLAZE 

15K 

52 

1 /10W 

R128 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 








R130 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R034 

1-216-081-00 

METAL 

GLAZE 

22K 

52 

1 /10W 

R131 

1-216-049-00 

METAL 

GLAZE 

IK 

52 

1/IOW 

R035 

1-216-109-00 

METAL 

GLAZE 

330K 

52 

1 /10W 








R036 

1-216-121-00 

METAL 

GLAZE 

1M 

52 

1 /10W 

R132 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1/IOW 

R037 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 

R133 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1/IOW 

R038 

1-216-097-00 

METAL 

GLAZE 

100K 

52 

1 /10W 

R134 

1-216-089-00 

METAL 

GLAZE 

47K 

52 

1/IOW 








R135 

1-216-025-00 

METAL 

GLAZE 

100 

52 

1/IOW 

R039 

1-216-073-00 

METAL 

GLAZE 

10K 

52 

1 /10W 
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I the components identified by 
shading and mark are criti¬ 
cal for safety. 

Replace only with part number 
specified. 


REF.NO. PART NO. 


DESCRIPTION 


REMARK 


VARIABLE RES I ST0R> 

RV001 1-230-867-11 RES, ADJ, METAL GLAZE IK 
RV002 1-230-871-11 RES, ADJ, METAL GLAZE 22K 
RV003 1-230-871-11 RES, ADJ, METAL GLAZE 22K 
RV004 1-230-871-11 RES, ADJ, METAL GLAZE 22K 
RV005 1-230-870-11 RES, ADJ, METAL GLAZE 10K 


<CRYST AL> 

X001 1-567-192-11 OSCILLATOR, CERAMIC 

X002 1-527-997-21 VIBRATOR, CRYSTAL 

************************************************************* 

MISCELLANEOUS 

************* 

1-544-030-11 SPEAKER 
1-162-448-11 CAP, FEED-THROUGH 39PF SL 
1-162-631-11 CAP, FEED-THROUGH 2000PF Y 
A 1-501-421-11 ANTENNA, TELESCOPIC 

V901 A 8-734-121-75 PI CTURE TUBE (A11KAG10X) 

************************************************************* 

ACCESSORIES AND PACKING MATERIALS 
********************************* 

PART NO. DESCRIPTION REMARK 


A 1-465-100-11 ADAPTOR, AC 
♦3-704-281-01 BAG, PROTECTION (STANDARD) 
3-786-676-21 MANUAL, INSTRUCTION 
♦4-391-355-01 INDIVIDUAL CARTON 
♦4-391-356-01 CUSHION (UPPER) 
♦4-391-357-01 CUSHION (LOWER) 
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